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repairs or maintenance or who 


general erecting, 
in business on their own ac- 


intend starting up 


1844. AEG-Hilfsbuch fiir elektrische 


licht- und kraftanlagen. Essen, W. Gir- 
ardet. RM 4.80. 

Automobiltechnische zeit., Ap 25 ’40, p. 212, 1/4 
col. W. Ostwald. + 

1845. Aitken, A. C. Statistical mathe- 
matics. London, Oliver & Boyd, 1939. 
153 p., il. 4s. 6d. 

Beama jl., My ’40, p. 142, 1/2 col. “‘To present 
a survey of the mathematical basis of statistics from 
an elementary standpoint. . . Treatment presumes a 
knowledge of algebra up to the binomial theorem 
and the simpler infinite series, and of elementary 
calculus. . . Research statistician and actuarial spec- 
ialist, on the other hand, should find the book of 
undeniable value.” S. A. Stigant. + 

1846. Altiery, N. Simplified employ- 
ment market exploration system. Phila., 
The Author, 1300 So. 9th St. $.50. 

Prof. eng., Ap ’40, p. 49, 1/3 col. ‘Interesting 
chart should prove very useful to those in search of 
employment since it concentrates the real essentials 
— found only in books, into a comprehensive 
chart.” 

1847. Ambroise, E. Pour le monteur- 
mechanicien. Paris, Dunod. 138 p., 17 il. 
10 tab. 21 fr. 

Inst. of fuel—Jl., Je ’40, p. 219, 2/5 col. “Author 
of this very useful little work, who has had many 
years’ experience of the erecting of mechanical plant 
of all descriptions, has given an account of the many 
difficulties with which the erector is faced, and has 
condensed in simple language the knowledge neces- 
sary for the successful carrying out of many differ- 
ent types of jobs. . . Is intended for all types of 
mechanical engineers whose duty it is to undertake 


count.” + 

1848. American geophysical union. The 
bibliography of hydrology. _ Washington 
(D. C.), Am. Geophysical Union, 1940. 
$.50. 

Am. water works assoc.—Jl., Je ’40, p. 2, 2/3 p. 
“Covers as completely as possible all publications in 
the field of hydrology issued in 1939 in the United 
States, including government publications, and con- 
tains abstracts of all references. Abstracts are pre- 
pared by a special committee whose members are 
chairmen of the research committees of the Section 
of Hydrology of the American Geophysical Union. . . 
About 350 references.” 

1849. Am. municipal assoc. Regulation 
of handbill distribution; Legal problems 
involved. Chicago, Am. Munic. Assoc., 
1940. 20 p. 50c. 

Pub. man., Je ’40, p. 186, 1/4 col. “To suggest 
certain general legal considerations which should be 
taken into account in revising or drafting handbill 
ordinances. It discusses recent court decisions and 
contains two model handbill ordinances which will 
be of interest to municipal officials.” 

1850. Am. municipal assoc. Restric- 
tions upon the interest of municipal and 
other public officials in governmental con- 
tracts. Chicago, Am. Municipal Assoc., 
1940. 46 p. $1. 

Am. city, Mr ’40, p. 113, 1/4 col. ‘Reviews 
statutes, city charters, court decisions and common 
law Ri relating to this question, and tabulates the 
results.” 
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1851. Am. petroleum institute. Finding 
and producing oil. A manual of informa- 
tion on the business of finding and produc- 
ing oil, including a digest of laws pertain- 
ing thereto, and a list of persons, firms or 
corporations engaged directly or indirectly 
in such business. N. Y., Am. Petroleum 
Inst. 338 p., 157 il. $3.50. 

Pet. times, Je 15 °40, p. 552, 1-1/4 col. “The 
book is divided into the following 15 Sections con- 
taining 76 separate articles, the majority being anony- 
mous although in many cases the original source is 
indicated. . . Bibliographies which accompany each 
article are probably very useful, many being longer 
than the article, and wherever suitable each article 
carries a comprehensive list of companies engaged 
in the manufacture, supply, and distribution of equip- 
ment for the field process outlined.” 

1852. Am. public works assoc. Refuse 
materials. Chicago, Am. Pub. Wks. As- 
soc., 1940. 44 p. 50c. 

Am. city, Mr ’40, p. 113, 1/4 col. ‘‘The second 
chapter of the 15 proposed chapters of ‘Refuse Col- 
lection Practice,’ this preliminary bulletin on refuse 


material defines refuse collection terms, classifies 
refuse materials, and describes the characteristics of 
each type.” 

(See 5-995) ' lined 

1853. American trucking associations, 
inc. Highway barriers. Wash. (D. C.), 
Am. Trucking Assoc., Inc. 

Prof. eng., Ap °40, p. 51, 1/3 col. “Is very 


complete, covering the subject in great detail. The 
appendix is especially timely since it states the high- 
lights of motor carrier reciprocity among the 48 
states and the District of Columbia.” 


1854. Ancely, H. Formulaire du_ bati- 


ment et des travaux publics. Paris, 
Béranger. 241 p. 25 fr. 

Rev. gén. d’élec., Ap 27 °40, p. 300, 1/3 col. 
. B. 

Rev. de l’ind. minérale, Mr ’40, p. 54, 1/3 col. + 


Génie civil, Mr 9 °40, p. 176, 1/3 col. 

1855. Andrews, E. C. The increasing 
purpose. Sydney, Angus & Robertson, 
1939. 135 p. 4s. 6d. 

Chem. eng. & mining rev., My 10 ’40, p. 320, 
1/2 p. “Author of this book was for many years 
government geologist in New South Wales. Upon 
retirement he has evidently found time to contem- 
plate upon the higher things of life, using as a 
background a dispassionate study of geological and 
historical events. He gathers from these events 
broad principles of conduct—individual, national and 
international. . . By those steeped in profit and loss 
accounts, recoveries, efficiencies and xanthates and 
by those whose actions are governed and guarded by 
the clock, this thoughtful book could be read with 
great profit.” 

1856. Arnold, O. Wonders of the West. 
Dallas (Texas), Banks Upshaw & Co. 229 


p. 

yf ~ forests, My ’40, p. 234, 1/4 col. “Invoking 
all the resources of graphic and literary art, the 
author portrays every side and angle of the vast 
region that stretches from the Great Plains, across 
mountain and desert, to the Pacific. Written pri- 
marily for young people, with a view to their in- 
terests and educational needs, readers of all ages 
will find it a book that will enrich both understand- 
ing and imagination.” + 

1857. Bailey, C. H. Physical tests of 
flour quality. (Wheat studies of the Food 
res. institute, no. 6, vol. XVI.) Stanford 


(Cal.), Stanford Univ., 1940. $1.25. 
Bakers dig., Je °40, p. 241, 1 col. “A short, but 
admirably prepared exposition on the physical meth- 


Technical Book Review Index 


ods finding application in various countries for testing 
the quality of flours. . . The description of the indi- 
vidual methods and procedures, as well as the critical 
evaluations of their accuracy and practicability are 
presented with a clarity of style rare in writings of 
this type. The thoroughness with which the pertinent 
literature has been reviewed is attested to by the 
listing of 129 references. Milling and baking labora- 
tories will find this book a valuable source of in- 
structive information.” 

1858. Baker, H. Problems and policies 
in industrial relations in a war economy. 
Princeton (N. J.), Princeton Univ., Ind. 
Rel. Sect. 30 p. 25c. 

Factory, Jy °40, p. 166, 1/4 col. “Selected an- 
notated bibliography on labor relations in a war 
economy lists studies and reports covering the World 
War and Reconstruction Period in the United States 
and Great Britain, legislative development in the 
United States affecting current adjustment to a war 
economy, and discussion of current problems.” 

1859. Bakers’ helper co. The book of 
cookies, recipes and sales ideas. Chicago, 
Bakers’ Helper Co., 1940. 145 p. $1. 

Bakers dig., Je ’40, p. 241, 3/5 col. ‘Consists 
of a series of articles published previously as inde- 
pendent features by 8 authors and comprising now 
a more or less unified collection dealing with the 
practical production of a large variety of cookies. . . 
As a collection of practical cooky recipes this book 
has unmistakable value and should meet with a 
cordial reception from the baking trade.” + 

1860. Balderston, C. C. Wage setting 
based on job analysis and_ evaluation. 
N. Y., Industrial Relation Counselors, Inc. 
68 p. Charts, figs. $1. 

Factory, Je 40, p. 188, 1/5 col. “Timely mono- 
graph, to help management and union officials cope 
with current government and employee pressure for 
set-up of more logical wage structures, reviews dif- 
ferent methods of job analysis, appraises various 
techniques in terms of good industrial relations pol- 
icy, and considers certain limitations on the use of 
job analysis at the present stage of its development.” 


1861. Ball, W. W. R. Mathematical 
recreations and essays. 11th ed., rev. by 
H. S. M. Coxeter. London, Macmillan, 
1939. 418 p. 10s. 6d. 

Nature, Mr 23 ’40, p. 444, 2/3 p. 
markable in several respects. In the first place, 
although it demands no mathematical knowledge 
beyond elementary algebra and geometry, it brings 
its reader to the edge of mathematical knowledge at 
many points. In the second place, almost all the 
mathematics is inapplicable to practice. Constitutes 
an addendum to every mathematical library. It is 
an excellent bedside book into which one can dip at 
random.” J. B. S. Haldane. + ; 

1862. Bassett, E. Zoning—The laws, 
administration, and court decisions during 
the first twenty years. 2nd print. with add. 
N. Y., Russell Sage Found., 1940. 275 p. 


Am. city, Mr °40, p. 113, 2/5 col. ‘Continues 
to be the authority on zoning in this country, con- 
tains, besides more complete citations than the first 
edition, an introductory chapter reviewing the prog- 
ress and extensions of zoning made in the last ten 
years, and redefining the principles of zoning for 
height, area, and use—pointing out misunderstandings 
that have developed in the use of the term ‘zoning’ 
what kind of zoning is lawful and what is not.” 

(See 2-990) 

1863. Beal, E.; Taylor, F. Model cars 
and locomotives. Milwaukee (Wis.), The 
Modelmaker Corp. 106 p. $2. 

Railway age, Je 15 ’40, p. 1066, 2/5 col. “Adds 
a special treatise on rolling-stock for model railroads 


“Book is re- 


$3. 
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to the literature of this growing hobby. . . Its spe- 
cific purpose is to give the model railroad ‘magnate’ 
a general picture of the possibilities in scale, current- 
collection and type rather than to furnish plans and 
descriptions of a large number of prototypes on 
standard roads. It does however give descriptions of 
standard equipment, with details as to locomotive 
piping, car trucks, etc.” + 


1864. Belinfante, F. J. Theory of heavy 


quanta. ’s-Gravenhage, M. Nijhoff, 1939. 
126 p. 
Nature, Mr 30 ’40, p. 500, 1/2 col. ‘Deals 


mainly with mathematical methods and more useful 
to the theoretical physicist than to the experimenter. 
Actually the latter will get even less from it than 
would have been possible had the material been more 
suitably presented. The exposition lacks conciseness 
and the discussion of the practical conclusions from 
the theory suggests wide but ill-digested reading.” 

1865. Bennett, C. E..comp. Milwaukee 
on the go. Milwaukee, The Milwaukee 
Jl., 1940. 52 p., maps, diag., charts. 

Am. city, F ’40, p. 115, 1/4 col. ‘Consisting 
entirely of maps, diagrams, tables and graphs, this 
compact publication shows the vehicular and pedes- 
trian traffic movements into and out of local business 
districts in Milwaukee on a typical week day and 
for each hour of such a day; the pedestrian move- 
ment and commercial uses on principal streets in 
these districts; and assessed valuation of land and 
improvements for individual blocks, from 1917 to 
1940.” 

1866. Berglund, T. Handbuch der met- 


allographischen schleifpolier- und atzver- 


fahren. rev. ed. by A. Meyer. Berlin, J. 
Springer, 1940. 300 p., 56 il., tab. RM 
28.80. 


Korr, u. metallsch., My ’40, p. 179, 1/2 col. + 

1867. Bergman, R. Trout. Phila. The 
Penn Publ. Co. 451 p., il. $5. 

Am. forests, Je °40, p. 278, 1/4 col. “Covers 
the method and tackle needed for brown trout, rain- 
bow trout, steelheads, brook trout and cutthroats. 
There is also information on land-locked and At- 
lantic salmon, besides an interesting chapter on Mon- 
tana grayling. Informative, philosophic, entertain- 


ing.” + 

_ 1868. Bird, G. W. First year engineer- 
ing science. 3rd rev. ed. by B. J. Tams. 
London, Pitman. 136 p., 120 il. 5s. 

Elec. rev., My 17 °40, p. 546, 1/4 col. ‘Designed 
to meet the needs of students working for the Ordi- 
nary National Certificates in mechanical and elec- 
trical engineering—a function that it adequately 
performs.” 

(See 3-636) 

1869. Booth, H. S.; 
Quantitative analysis. N. Y., McGraw- 
Hill. 246 p. $2.25. 

Chem. & met. eng., Je ’40, p. 446, 1/4 col. ‘“‘De- 
signed for either one or two term courses, it is the 
outgrowth of a repeatedly revised lithoprinted book. 
An interesting feature which should be of value to 
students is the summary at the beginning of most 
chapters.” 

1870. Bow, F. T. Independent labor 
organizations and the national labor rela- 
a. act. N. Y., Prentice-Hall. 120 p. 


Factory, Je ’40, p. 186, 1/5 col. ‘Explains how 
employees can best make use of their right to self- 
organization as set forth and protected by the 
NLRA. Collective bargaining and the NLRA, col- 
lective bargaining by an independent labor organiza- 
tion, a complete form of which is contained in the 
appendix, constitute the meat of the discussion.” 

1871. Brancard, A. La construction d’un 


récepteur moderne de T. S. F. a la portée 


Damerell, V. R. 
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de tous. Paris, Dunod, 1940. 53 p., 25 il. 
15 fr. 
Soc. Francaise d. élec.—Bul., Mr ’40, p. 198, 


1/4 p. + 

1872. Brimble, L. J. F. A school course 
of biology. With suggestions for practical 
and field work. London, Macmillan, 1939. 


470 p. 6s. ; 

Nature, F 10 ’40, p. 205, 1/2 col. ‘“‘Here, as in 
his ‘Intermediate Botany’, he has made a valuable 
contribution to biology teaching. . . Bravely attempts 
to deal with biology as a whole science in which no 
use is made of the ‘convenient’ divisions into botany, 
zoology and physiology. The other general feature 
of importance is that the elements of human biology 
are liberally distributed throughout the text, and 
here lies the reason for much of the intrinsic value 
and attractiveness of the book.”’ + 

1873. Brookings institution. Capital ex- 
pansion, employment and economic stabil- 
ity. Washington (D. C.), Brookings Inst. 


413 p. $3.50. 

Steel, Jy 1 40, p. 50, 3/4 col. ‘An analysis of 
the causes of the great depression in the past ten 
years, this volume represents an effort to reach the 
true reason for the belated recovery from the depths 
of business recession. . . Is divided into two main 
sections, investment trends and capital requirements, 
and government policies and private capital expan- 
sion.” 

1874. Brun, E. Les chaleurs’ spécif- 
iques. (Collection Armand Colin No. 224). 


Paris, A. Colin. 15 fr. 

Engineering, My 3 ’40, p. 456, 1 col. ‘The at- 
tention that has been devoted in recent years to both 
the practical and the theoretical aspects of specific 
heat in Europe and America makes his up-to-date 
résumé particularly welcome. . . Presentation of the 
present position in regard to the determination and 
interpretation of specific-heat data should be of di- 
rect service to the chemist, the physicist and the 
technician.” + 

1875. Burkill, I. H. Notes on the genus 
dioscorea in the Belgian Congo. (Ex. from 
Bul. du jardin botanique de l’etat, vol. 15.) 
Brussels, Jardin Botanique de 1’Etat, 1939. 


48 p. 

Nature, Mr 30 ’40, p. 494, 1/2 col. “Will prove 
invaluable in compiling any general account of the 
genus in Africa. 23 species are recorded with 
several varieties for some of them; two of the species 
are here described for the first time. . Collated 
much valuable information from many sources and 
adding the results of his own patient and extensive 
research, both in the herbarium and in the field, 
which has cleared up several obscurities.”” + 

1876. Camp, R. R. All seasons afield 
with rod and gun. N. Y., McGraw-Hill. 
352 p., il. $3.50. 

Am. forests, My ’40, p. 234, 1/5 col. “Directed 
primarily to the amateur, even the novice, this book 
deals with various methods, practices, and equipment 
vital to the successful taking of the many fresh 
water and salt water game fish and the large and 
small game animals of the eastern United States 
and Canada. A book for which there is a real 
need.”” + 

1877. Canadian engineering standards as- 
soc. Mechanical refrigeration code. Ot- 


tawa, Can. Eng. Stand. Assoc. 

Can. met. & met. ind., Je ’40, p. 33, 3/5 col. 
“Provides a classification of building occupancies 
and of refrigerating systems and refrigerants. Rules 
are given covering the installation of systems using 
each of the three principal classes of refrigerants 
in different building occupancies. . . Is intended to 


ensure the safe design, construction, installation and 
operation and inspection of every refrigerating sys- 
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tem employing a fluid which is vaporized and lique- 
fied in its refrigerating cycle.” 

1878. Carpenter, H. G. The letters of 
an investment counsel to Mr. and Mrs. 
John Smith. N. Y., Harper. $2.50. 

Prof. eng., Ap °40, p. 50, 1/4 col. ‘‘Author’s 
now famous volume, ‘A Successful Investor’s Let- 
ters to His Son’, enjoyed wide popularity, and this 
new book should do still better. Mr. Carpenter’s 
treatment of the subject is rather unique in that 
the average man or woman is told about investments. 
The book is crammed full of information, but of 
course does not offer any specific service, but rather 
treats the management of investments, both large 
and small, in an intimate manner.” 

1879. Carter, E. F. Working model 
railways. London, P. Marshall & Co. 
67 p., il. 1s. 6d. 

Gas & oil power, My °40, p. 118, 1/2 col. ‘“‘Cov- 
ers the field so thoroughly without in any way en- 
croaching on other books which deal with model 
locomotives and their construction.” 

1880. Clark, F. G. Magnificent delu- 
sion. N. Y., McGraw-Hill. 152 p. $1. 

Factory, Jy ’40, p. 168, 1/5 col. ‘‘Purpose is to 
trace, examine and evaluate the trend in our national 
character in an effort to provide material for con- 
structive thought and action to those who would act 
to preserve America as the democracy it was set up 
to be. Topics treated include our voluntary servi- 
tude, abandonment of thrift, the dilemma of humani- 
tarianism, our misguided youth, church and _ state, 
trial by error.” 

1881. Clarke, F. E. Wild animals. 
N. Y., Macmillan. 335 p., il. $2.50. 

Am. forests, My °40, p. 234, 1/4 col. 
lection of wild animal stories of our day. . 
stories all, ones that have a lasting place 
hearts of all animal lovers.” + 

1882. Cleveland. Dept. of parks and pub- 
lic property. Public recreation in the City 
of Cleveland: vol. 1. Selected articles on 
recreation in Cleveland; vol. 2—pt. 1, East 
side neighborhoods; pt. 2, West side neigh- 
borhoods. Cleveland, Dept. of Pks. & 
Pub. Prop., 1940. 110 p., 179 p., & 114 p. 

Am. city, F ’40, p. 115, 1/2 col. ‘‘Articles in 
the first volume of this survey of recreation in 
Cleveland cover what has been done in the past in 
this field, particularly developments in the city in 
the last four years. . Two parts of the second 
volume diagnose in detail the recreation needs in the 
18 neighborhoods into which the city was divided. . . 
The third volume will contain recommendations for 
a comprehensive recreation program for the City of 


Cleveland.” 

1883. Cline, D. I. Training for recre- 
ation. Chicago, Univ. of Chicago Pr., 
1939. 130 p. Free. 

Am. city, F ’40, p. 115, 1/4 col. “An account 
of the in-service training program in the Division 
of Recreation of the WPA, this monograph will also 
serve as a handbook for anyone interested in the 
principles and practices of recreation training, or 
indeed of training in the general field of public 
administration. . . Two chapters are devoted to the 
growth of leisure and its future place in the na- 


tional life.’ 
The good old days. 


“A col- 
. Fine 
in the 


1884. Cohn, D. L. 
With an intro. by Sinclair Lewis. N. Y 
Simon & Schuster. $3.75. 

Am. bus., Je °40, p. 60, 1 col. “The author 
is an alumnus of Sears, Roebuck and Company, and 
it is from the dusty pages of old Sears catalogs 
that he has culled this ‘remembrance of things past.’ 

. Sears catalog pages give us glimpses of styles, 
manners, and morals of the age before the World 
War, the period after the World War, and up to 


”? 
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the present with its myriad of electric appliances 
in home, factory, and farm. . . Ends his book with 
a chapter on the mail-order business and in particu- 
lar the mail-order catalog.” + 
1885. Compton, R. T. Social security 
payroll taxes. Chicago, Commerce Clear- 
ing House, Inc. 446 p., tab., charts. $5. 
Factory, Jy ’40, p. 166, 1/4 col. ‘For the em- 
ployer-taxpayer and his agents, the tax adminis- 
trator, and the student. Object is to provide a 
guide to the rules by which payroll taxes are ad- 
ministered and by which their cost to the taxpayer 
may be minimized.” 
1886. Cottrell, W. F. The railroader. 
Stanford (Cal.), Stanford Univ. 145 p. $2. 
Railway age, Je 15 °40, p. 1066, 3/5 col. “A 
short, interesting sociological study of railroad em- 
ployees. Written without recourse to the specialized 
terminology of the science of social behavior, it 
makes good reading for the layman. . . Main job is 
to show how railroading as an occupation affects the 
lives and attitudes of employees and their families.”+ 
1887. Coupan, G. Notice technique con- 
cernant l’alimentation et lutilisation des 
véhicules 4 gazogénes. Min. d. l’Agricul- 
ture (Dir. d. Eaux & d. Génie Rural). 44 p. 
Génie civil, Mr 9 ’40, p._176, 1/4 col. + 
1888. Coutrot, J. Planning, prépara- 
pref. by 
114 p., 15 il. 


Génie civil, Mr 16 ’40, p. 192, 1/4 col. + 

1889. Creswell, W. T. The law relat- 
ing to building and engineering contracts. 
3rd ed. London, Pitman. 16s. 

Civil eng. (London), Je ’40, p. 180, 1/3 col. 
“Maintains the arrangement of previous editions, 
but advantage has been taken of revision to include 
references to recent cases and to the R.I.B.A. 1939 
standard form of contract, subsequently amended 
for war-time use. The book is very fully indexed, 
making it of considerable value for quick reference 
purposes.” + Be 

1890. Crew, H., trans. The photismi 
de lumine of Franciscus aren. i i fe 
Macmillan. 151 p., 

Am, jl. of physics, Te Ry ’p. 204, 1/2 col. “Rep- 
resents the best thought in optics some four hundred 
years ago. . This annotated translation is very 
welcome indeed. It is executed with the same schol- 
arship and care that characterized Professor Crew’s 
earlier translation of Galileo’s Two New Sciences. . . 
Valuable features added by the translator are foot- 
notes, supplementing those of Father Clavius, and 
an interesting historical introduction which concludes 
with an eleven-page biography of Maurolycus.” 


E. Cc. W. + 

Sch. sci. & math., Je ’40, p. 599, 1/3 p. G.W.W. 
1891. Croft, T. Practical electricity. 
4th ed. rev. by G. H. Hall. N. Y., Mc- 
Graw-Hill, 1940. 701 p., 599 il. $3. 

Power, Je ’40, p. 126, 1/2 col. “The section on 
electron tubes has been revised and extended to keep 
pace with the rapidly expanding use being made of 
these devices.” 

1892. Dawe, E. A. Paper and its uses; 
a treatise for printers, stationers and others. 
v. l. 4th ed. rev. 188 p., 28 plates. v. 2: 
Samples of papers & boards. 157 p. Lon- 
don, Technical Pr., 1939. 2 vols. 15s. 

Nature, Mr 2 ’40, p. 327, 3/4 p. “Treatment of 
the subject combines that authority which is born 
of many years of experience, and that absence of 
errors and minor defects which is so seldom attained 
before a work has passed through its early editions. 

. . First section of vol. 1 is a brief but clear 
description of paper manufacture, and it follows the 


tion du travail dans |’entreprise. 
R. Dautry. 
30 fr. 


Paris, Dunod. 
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usual lines. It is, however, the two subsequent sec- 
tions, which deal with the different kinds of paper 
and paper products and their uses, which single out 
this work from the many others on papermaking. 

In the second volume are bound up 157 samples of 
typical papers and boards, together 3 the appro- 
priate descriptive details.” J. Grant. 

1893. Delmer, A. Le coms Albert. 2 
vols. Paris, Dunod. 384 p., 146 il. 75 fr. 

Génie civil, F 24 40, p. 144, 1/2 col. + 

1894. DeVilbiss co. A B C of spray 
painting equipment. Toledo (O.), De- 
Vilbiss Co. 32 p 

Prod. eng., Je Xo, p. 287, 1/4 col. ‘Material 
in this book is presented in question and answer 
form and covers practically all items of spray 
painting equipment, describing and explaining their 
functions.” : 

1895. Driver-Harris co. Alloy data 
book (R-40). Harrison (N. J.), Driver- 
Harris Co. 56 p., tab. 

Blast furnace, Je ’40, p. 617, 1/3 col. “Gives 
complete specification tables for all their alloy strip, 
wire and ribbon. Temperature and electrical charts 
are used to show the physical properties of each 
alloy. Many helpful tables are given listing tem- 
perature conversion factors, comparison of wire 
gauges, length measurement equivalents and heat and 
electrical formulae. . . Will prove beneficial to those 
working with nickel chromium, nickel iron, copper 
nickel chromium iron, chrome iron aluminum or 
nickel manganese alloys.” 

1896. Droste, H. W. Die losung ange- 
wandter differentialgleithungen mittels La- 
placescher transformation. (Neuere rech- 
enverfahren der technik, hft. 1. ed. by H. 
W. Droste.) Berlin, E. S. Mittler Sohn, 
1939. 35 p., 2 il. RM 5. 

Hochfrequens-technik, Ap ’40, p. 
J. Zenneck. + 

1897. Dry, C. J. 


Aerial photos—How 
to make and sell them. Athens (O.), Air- 
craft Directory. 67 p. $1. 


Aviation, Je ’40, p. 108, 1/4 col. “Subject... 
cannot be adequately encompassed in the space. . . 
Useful, however, for the photographer whose inter- 
est in aerial photography has just been awakened, 
and will serve as a stepping-stone to more technical 
reading when he has progressed to that point.” + 


1898. Edison elec. institute. Methods 
of measuring radio noise, 1940. (Rept. of 
joint coordination comm. on radio recep- 
tion of E. E. I, N. E. M. A. & R. M. A. 
publ. no. G9). N. Y., Edison Elec. Inst. 
10 p. 50c. 

_Power plant eng., Je ’40, p. 104, 1/4 col. ‘“‘Con- 
tains the recommendations of the Committee as to 
the nature, essential characteristics and performance 
of a meter for the measurement of radio noise. It 
further gives detailed descriptions of recommended 
practices in the use of the meter for measuring 
directly, radio noise from low and high voltage ap- 
paratus, for making radio noise measurements along 
overhead lines, for determining broadcast field strength 
and for collecting data for the establishment of radio 
noise standards.” 

1899. Egloff, G. 
hydrocarbons. 


136, 2/3 col. 


Physical constants of 
vol. 2. N. Y., Reinhold. 
605 p. 


Chem. & met. eng., Je °40, p. 443, 2/3 col. 
“Cyclanes, cyclenes, cyclynes and other alicyclic hy- 
drocarbons are covered in this second volume of a 
projected four-volume series. One introductory 
chapter contains a discussion of theoretical considera- 
tions of structural configuration and also a complete 
description of the rules used in naming the com- 
pounds. Each subsequent chapter is devoted to a 
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particular family of compounds. Data given are 
melting and boiling points, refractive indexes and 
specific gravities.” + 

(See 4-2527) hore : 

1900. Ellis, C. Printing inks. N. Y., 
Reinhold. 560 p. $7. 

Chem. & met. eng., Je ’40, p. 443, 3/4 col. “A 
thorough and complete job. . . Usable information 
is the keynote of this book. Ink manufacturers, 
printers, lithographers, photoengravers, chemists, pa- 
per makers and even editors—all who are directly 
or indirectly concerned with printing ink will find 
something of interest and value.” + ; 

1901. Eno, W. P. The story of high- 
way traffic control, 1899-1939. Saugatuck 
(Conn.), The Eno Found. for Highway 


Traffic Control, Inc., 1939. 294 p. $4. 

Am. city, Ap ’40, p. 139, 1/4 col. “The per- 
sonal, behind-the scenes story of many of the major 
developments of traffic control, lends this book an 
unusual interest. Written by one of the outstanding 
pioneers in the field, it consists largely of letters 
to and from the author, and an informal narrative 
of his continuous activities over a period of 40 
years in the interests of better street and highway 
traffic control in this country and abroad.” + 

1902. Eucken, A.; Wolf, K. L., eds. 
Hand- und jahrbuch der chemischen phys- 
ik. vol. 3, pt. 2, sect. 3-4: Die Boltz- 
mannsche statistik und ihre modifikation 
durch die quantentheorie. by A. Sommer- 
feld & L. Waldmann; Freie weglange und 
transporterscheinungen in gasen. by K. F. 
Herzfeld. Leipzig, Akad. Vigsges., 1939. 
276 p. RM 28.80. 

Nature, Ap 6 °40, p. 528, 2/5 col. ‘Contains 
two articles treating statistical thermodynamics of 
gases, the first one in the case of equilibrium, the 
second one for stationary processes. Both are read- 
able and in general up to date.”” M. Born. + 

(See 1-1047, 1-1484-1485, 1-1074, 4-69, 5-1284) 

1903. Fahrenbach, W. Widerstands- 
schweissen. (Werkstattbiicher, hft. 73, ed. 
by H. Haake.) Berlin, J. Springer, 1939. 
62 p. 141 il. RM 2. 

Werkstattstechnik u. — 
126, 1/3 col. Le Comte. . 

1904. Ficklen, J. 3 Manual of indus- 
trial health hazards. West Hartford 
(Conn.), Service to Industry. 176 p. $4. 

Chem. & met. eng., Je ’40, p. 443, 1/3 col. “A 
well known chemical engineer presents methods for 
evaluation of industrial hygiene exposures resulting 
from many gases, fumes, vapors and dusts. The first 
of the book’s 63 chapters contains notes on air 
sampling and each subsequent chapter is devoted to 
a particular material or family of materials. Oc- 
currence, uses and physical properties are given for 
each material as well as physiological effects, allow- 
able concentrations and a simple test method.” 

Nat. safety news, Je ’40, p. 85, 1/2 col. J. M. 


Roche. + 
1905. Firth, R. Primitive Polynesian 
London, Routledge, 1939. 387 


economy. 
p., 8 plates. 15s. 

Nature, Mr 2 ’40, p. 328, 3/4 p. ‘Material upon 
which Prof. Firth has based his study of primitive 
Polynesian economy in this book was gathered in 
the course of his expedition in 1929 to Tikopia, 
one of the islands of the British Solomons group in 
the Pacific. A valuable study of the social anthro- 
pology of the inhabitants of the island already stands 
to his credit in a substantial volume. He now turns 
to an investigation from another point of view—a 
point of view which is claimed, and justly claimed, 
to be new, namely, that of the system of values which 
determines preferences in the satisfaction of needs. 


Ap 1 740, p. 
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. . A most valuable and stimulating study, which 
will repay careful consideration, not only by the 
anthropologist, but also by the administrator and 
others who have to come into intimate touch with 
any people of backward culture.” + 

1906. Fischer, J.; Hess, H.; Seebauer, 
G.  Buchfihrung und_ kostenrechnung. 
Leipzig, G. A. Gloeckner, 1939, 472 p. with 
suppl. of 36 il. RM 17.80. 

Stahl u. eisen, Ap 11 40, p. 331, 
Rummel. + 

1907. Fisher, R. D., ed. 
Fisher mining manual. IN Any, ake, 2 
Fisher & Co., 1940. 297 p. $25. 

Min. & met., Jy 40, p. 342, 3/4 col. “Purpose 
is to give the company name, office address, and 
location of property of every mining company in the 
United States, including Alaska, and Canada, whether 
idle or operating. . . Most mining men will probably 
want to know more about the various companies than 
is here given. . . Typographically the book is well 
arranged, easy to read, and appears to have been 
carefully edited.” E. H. R. + 

1908. Fliigge, C. Grundriss der hygiene. 
Fiir studierende und praktische arzte, medi- 
zinal- und verwaltungsbeamte. 11th ‘ed. ed. 
by H. Reiter & B. MoOllers. Berlin, J. 
Springer, 1940. 889 P» 201 il. RM 33. 

Wirme Pg kaltetechnik, Mr ’40, p. 48, 1/2 col. 
Schubert. 

1909. } R. 
eg mécanique. 

p,, th: 25: £F, 

Génie civil, Mr 2 ’40, Pp. 160, 

Rev. d. lind. min., Mr 740, p. 54, 

1910. Fouillé, A. Problémes d’électro- 
technique de l’éléve ingénieur, 120 prob- 
lémes avec solutions, 180 problémes avec 
résponses. pref. by P. Boucherot. Paris, 
Dunod. 352 p., 222 il. 88 fr. 

.% Francaise d. élec—Bul., Mr ’40, p. 
2/5 

Génie civil, Mr 30 °40, p. 224, 1/2 col. + 

1911. Francis, C. A.; Morse, E. C. Fun- 
damentals of chemistry and applications. 
N. Y., Macmillan, 1939. 542 p., 111 fig. $3. 

Jl. of chem. educ., Je ’40, p. 300, 1-1/4 col. “A 
book for use in connection with a service course 
designed for students in the applied sciences and 
arts such as physiology, cookery and nutrition, bac- 
teriology, materia medica, and nursing practice. . . 
Method of presentation of the fundamentals of chem- 
istry differs somewhat from the usual style of ele- 
mentary textbooks. Oxygen is the only element dis- 
cussed in detail, while water is the only compound 
similarly presented.” i. L. Wikoff. + — 

1912. Frazer, Sir J. G. The native races 
of America. A copious selection of passages 
from the study of social anthropology from 
the manuscript notebooks of Sir James 
George Frazer. arr. & ed. by R. A. Downey. 
(Anthologia anthropologica.) London, 
Percy Lund, Humphries & Co., Ltd., 1939. 
352 p. 35s. 

Nature, F 17 ’40, p. 242, 1 p. “The fourth and 
concluding volume of extracts from the notebooks 
of Sir James Frazer, edited by Mr. R. A. Downey, 
must inevitably provoke certain general reflections 
on the work as a whole. Among these, the first to 
emerge in the minds of all will be admiration for 
Sir James’ genius, mingled with a profound amaze- 
ment at the stupendous energy and industry which 
have extracted and digested the material apt to his 
purpose from so vast a literature as has been sam- 
pled in these four volumes. With a penetrating 
insight into the work of what might be termed the 


1-1/4 col. K. 
Robert D. 


Formulaire de con- 
Paris, Beranger. 286 


1/4 col. 
1/3 col. 
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‘traditional’ mind of primitive man, he has disen- 
tangled from an enormous body of recorded fact the 
significant threads in the evolutionary development 
of religious beliefs and emotional reactions in a vast 
variety of forms of the social environment. . . The 
records of American peoples, whether early or late, 
from which these extracts are taken, are of even 
greater interest than those relating to other parts 
of the world.” 
(See 4-1746; 5-623; 5-624) 


1913. Freudenthal, E. E. The aviation 


business. N. Y., Vanguard Pr. 325 p. $3. 

Aviation, Je ’40, . 105, 1 col. “A history of 
aviation in this country, written from a_ financial 
viewpoint. While the book contains a great deal of 
valuable information which has never before been 
collected together in one place, it could hardly be 
called an impartial history. . . All through the book 
there is an undertone of resentment. She is sore at 
practically everything that ever happened in Ameri- 
can aviation.” + 

1914. Gann, E. K. Sky roads. N. Y,, 
T. Y. Crowell Co. 123 p. $2. 

Aviation, Je ’40, p. 105, 1/2 col. “Is primarily 
a book for youngsters who want to know more about 
the airlines. But it provides much readable informa- 
tion for adults too. . . An interesting story of how 
airplanes fly, what instruments are used and what 
purposes they serve, information on the weather, 
maintenance, and manufacturing, but the bulk of 
the book tells what pilots do and what they have 
to know to get an airline pilot’s job.” + 


1915. Gardner, V. R.; Bradford, F. C.; 
Hooker, H. D., Jr. The fundamentals of 
fruit production. 2nd ed. N. Y. & Lon- 
don, McGraw-Hill, 1939. 788 p. 30s. 

Nature, Ap 6 ’40, p. 530, 1 col. “Is divided into 
7 sections, dealing respectively with water relations, 
nutrition, temperature relations, pruning, fruit  set- 
ting, propagation, and geographical influences on 
fruit production. The authors freely admit that 
comparatively little that is original is presented; 
their aim has rather been to survey the field of re- 
search and show how the results of scientific in- 
vestigation may be applied to the problems of prac- 
tical growing. It is, however, to be regretted that 
this second edition of a book so well known should 
have been prepared almost entirely by additions to 
the old text rather than by a thorough rewriting.” 
R. H. Stoughton. + — 

Jl. of pomology, Ja ’40, p. 388, R. 8. 
Stoughton. + 

1916. Garnett, M. Knowledge and char- 
acter. Cambridge, Cambridge Univ. Pr., 
1939. 358 p. 18s. 

Nature, F 17 ’40, p. 241, 1-1/4 p. “Approaches 
the problems of moral education from the point of 
view of physiology and experimental psychology. . . 
Ranges in the course of his argument over the 
theory of knowledge and of being, touching also in 
highly suggestive ways on questions of religion and 
the ultimate aim of life. . . Brings to his task long 
experience in educational administration, a wide 
knowledge of human affairs and a humanistic culture 
that is rare in a trained man of science. The result 
is a book that throws light both on educational prin- 
ciples and on their practical applications, as, for 
example, in the Spens Report, to which frequent 
reference is made throughout the volume.” G. 
de Burgh. + 

1917. Garnier, E. 


lp 


L’agriculture dans le 
départment de la Seine et le marché paris- 
ien du. point de vue du ravitaillement ali- 


mentaire. Poitiers, Imprimerie L’Union, 
1939. 284 p., figs., tabs., maps. 

Soc. d’encourage. pour Vind. nat.—Bul., 
40, p. 57. 1-3/4 p. E. L. 

1918. General refractories, ltd. Fire- 
bricks. Sheffield (Engl.), General Refrac- 


Ja-Feb 
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tories, Ltd. Free. 

Foundry trade jl., Je 6 ’°40, p. 420, 1/3 col. 
“Definitely breaks new ground, by the inclusion of 
a large number of cross-sectional drawings of boiler 
furnaces and indicates where firebricks are used. 
Moreover, recommended applications of firebricks are 
given for all types of boilers. Our readers will 
probably be more interested in the large amount of 
technical data included in the booklet.” + 


1919. Gentry, G. Hardening and tem- 
pering engineers’ tools. rev. enl. ed. 
London, P. Marshall & Co. ls. 6d. 

Foundry trade jl., Je 6 ’40, p. 412, 1/5 col. ‘‘Hav- 
ing proved its worth to the amateur mechanic, has 
now been republished as an enlarged and revised 
edition. In this particular field it well covers the 
subject, and also gives a few elementary notes on 
the forging of steel.” 

1920. Goode, K. Ten points for adver- 
tisers. N. Y., Harper. $3. 

Am, bus., Je ’40, p. 60, 1/3 col. ‘Has a bigger, 
broader conception of advertising than many men 
who practice it. He seems to understand what ad- 
vertising ought to do, and which it often fails to do. 
He points out ways to improve copy, gives instances 
of many surprisingly profitable uses of advertising.” 


“4. 
1921. Grady, R. I.; Chittum, J. W. & 
others. The chemist at work. Easton 
(Pa,), Jl. of Chemical Educ. 454 p. $3. 
Chem. & met. eng., Je ’40, p. 447, 3/5 col. ‘“‘Be- 
cause it contains descriptions of the work in some 
50 lines of chemical endeavor, a few hours with 
this book will give the technical workers a broader 
outlook on the whole profession of chemistry with 
its activities in fields as different as cosmetics and 
heavy acids or explosives and biochemical research. 
. Probably the best use to which this little book 
will be put is the guidance of girls and boys who 
must make their own plans and decisions concerning 
their profession.” 
Indicator, Je ’40, p. 12, 1/2 p. F. W. Zons. 
1922. Graham, S. A. _ Principles of 
forest entomology. 2nded. N.Y. & Lon- 
don, McGraw-Hill, 1939. 410 p. 24s. 
Nature, Mr 30 ’40, p. 496, 1/4 col. ‘‘Welcome 
the appearance, after a decade, of a second edition 
of this well-known handbook. . Certain chapters 
of the book have been almost wholly rewritten; 
others have been revised, and the bibliography has 
been brought up to date.” + 


1923. Greenshields, B. D., ed. City traf- 
fic engineering departments. N. Y., In- 
stitute of Traffic Engineers, 1940. 63 p. 
50c. 

Am. city, Mr ’40, p. 113, 1/4 col. ‘Intended as 
a guide to communities contemplating the formation 
of traffic departments, this pamphlet contains data, 
arranged in condensed form, on all city traffic de- 
partments now employing full-time traffic engineers 
—about 30 in number. Data include, for each city, 
an organization chart; the name of the chief engi- 
neer, duties and responsibilities of the department; 
number of employees on the staff; relation to other 
city departments.” 

1924. Gurney, R. Bibliography of the 
larvae of decapod crustacea. (Ray soc., 
vol. 125, for the year 1937.) London, 
Bernard Quaritch, Ltd., 1939. 123 p. 12s. 
6d. 


Nature, Mr 30 ’40, p. 494, 1/2 col. ‘‘Covers 
the literature of the larvae of Decapod Crustacea 
(excluding the Euphausiacea) up to May 1939. It 
comprises three sections—an alphabetical list of au- 
thors, a classified catalogue in which the literature 
is arranged zoologically, and an index to genera. 
Some 800 titles are recorded. We have tested the 
work here and there both as regards completeness 
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and accuracy, and have little criticism to offer.’ 
BR de 
1925. von Halasz, R. 
wohnungs- und siedlungsbau. Berlin, W. 
Ernst & Sohn, 1939. 132 p., 104 il. RM 9. 

Bauingenieur, F 5 ’40, p. 46, 1/3 col. Mehmel. + 

1926. Haldane, J. B. S. Science and 
everyday life. London, Lawrence & 
Wishart, Ltd., 1939. 284 p. 5s. 

Nature, F 10 ’40, p. 201, 1 p. “Should be read 
not only by the general public but also by all those 
who aspire to make science intelligible to the gen- 
eral public. - He does not write for readers in 
their capacity of consumers willing to fill a leisure 
hour with science gossip but rather as producers 
into whose labours science has already entered at 
every point.” J. J. Langdon-Davies. 


Physical organic 
Y., McGraw-Hill. 404 p. 


Chem. & met. eng., Je ’40, p. 445, 1/3 col. “First 
of its kind in the field, this book is an attempt to 
bridge the gap on the borderline between organic 
chemistry and physical chemistry between which, 
until now, there was only scattered literature refer- 
ences. . For those whose activities do lie in the 
organic field, the studies of reaction rates and mech- 
anisms, stereo-chemistry of the displacement reac- 
tion, effect of structure on reactivity and Prof. 
Hammett’s other chapters may prove to be the key 
to unlock many a knotty problem.” + 


1928. Hanks, S. S. Aviation gets down 
to earth. Boston, Aviation Information 
Serv. 124 p. $2. 

Aero dig., Je *40, p. 133, 1/2 col. “In this 
timely and interesting book . . . has presented per- 
tinent facts on present conditions and trends in 
aviation which everyone will want to read. . 
Recognizes the necessity for a national airport pro- 
gram which may help the employment situation in 
the country and further the expanding aviation in- 


dustry.” 
E. N. Living light. 


1929. Harvey, 
Princeton (N. J.), Princeton Univ. Pr., 


1940. 328 p. il. $4. 

Illum. eng., Je ’40, p. 493, 1/2 col. “Reports 
on his quarter century of alert, ingenious, and 
tireless investigation in one of the most fascinating 
fields of modern science. It is fascinating not only 
because of perennial popular interest in animal light, 
but because the subject brings together the material 
and the techniques of chemistry, physics, and even 
engineering, in addition to numerous branches of 
biology. . . In the last chapter are data (which will 
hold particular interest for physicists and illuminat- 
ing engineers) regarding the intensity, quality and 
efficiency of animal light.” 

1930. Hecht, H. Schaltschemata und 
differentialgleichungen elektrischer und 
mechanischer schwingungsgebilde. Leip- 
zig, J. A. Barth, 1939. 125 p., 51 il. RM 
11.40 


1/2 col. 


Eisenbeton im 


1927. Hammett, L. P. 
chemistry. N. 
4 


Hochfrequens-technik, Ap ’40, p. 136, 
J. Zenneck. 

1931. Heiss, E. D.; Obourn, E. S.; Hoff- 
man, C. W. Modern methods and ma- 
terials for teaching science. N. Y., Mac- 
millan. 361 p., 27 il, 5 tab. $2.50. 

Am. jl. of physics, Je ’40, p. 204, 1/3 col. ‘“De- 
signed to serve as a textbook for a college course 
in methods of teaching the several school sciences, 
and as a source of useful information for science 
teachers.” 

1932. Held, H. 
Halle, W. Knapp, 1939. 182 p., 192 il., 
tab. RM 7 


Strassenbaumaschinen. 
45 





188 


V.D.I. zeit., Ap 13 ’40, p. 260, 
Gerlach. + 


1933. Herner, H. Die theorie des 
schiffes. 4th ed., ed. by Karl Rusch. Leip- 
zig, M. Janecke, 1939. 363 p., 218 il., 
tab. RM 12. 


V.D.I. seit., Mr 23 °40, p. 211, 1/2 col. F. 
Gutsche. + 


1934. Hessenbruch, W. Metalle und 
legierungen fiir hohe temperaturen. pt. 1: 
Zunderfeste legierungen. (Reine und an- 
gewandte metallkunde, bd. 2, ed. by Dr. 
Koster.) Berlin, J. Springer, 1940. 254 
p.,.231 il., $1 tab. RM 31.50. 

Korr. u. metallsch., My ’40, p. 180, 1/2 col. + 

1935. Hibbard, B. H. A history of the 
public land policies. N. Y., Peter Smith, 
1939. 591 p., tab. $5. 

Am. city, Mr ’40, p. 115, 1/4 col. ‘Was origi- 
nally published in 1924. Since then tables and 
Statistics have been brought up to date and cor- 
rected, and the volume is now republished at a time 
when interest in land problems and in a planned 
public land policy for this country is growing. It 
analyzes the actions and attitudes of the government 
with respect to public land from the beginnings of 
this country down to the present time.” 

1936. Hill, E. The great Australian 
loneliness. Melbourne, Robertson & Mul- 
lens, Ltd. 346 p., 53 il. 

Ind. Australian & min. stand., My 15 ’40, p. 
144, 1 col. “No other book has described Inland 
Australia so well or so thoroughly, for, in search 
of ‘copy’ Ernestine Hill travelled where no white 
woman ever before penetrated and where few white 
men have gone. As well as ‘copy’ the author found 
adventure and friendship at almost every step and 
the book is full of strange encounters with unusual 
personalities, strange customs, and little biographies 
of the men who made Australia and hold it still 
against the enemies privation, loneliness, thirst and 
savages.” 

1937. Hill, G. Hulls—Their design and 
propulsion. The Author. (Avail. through 
The Rudder). 100 p. $5. 

Rudder, Jy ’40, p. ae 173 col. ‘Contains many 
ideas that are as revolutionary as they are startling. 
The author who is nearly 80 years of age, has made 
a painstaking study of yacht hulls, both sail and 
power, and through the careful study of models has 
developed some ideas that are not in line with the 
standard accepted formulae of naval architecture. . . 
While most yacht designers would not be in full 
accord with all of Mr. Hill’s findings, the book, 
nevertheless, makes interesting reading and may be 
a step in the right direction.” 

1938. Hills, G. E. The sailing rules of 
yacht racing. rev. ed. N. Y., Scribner. 
300 p., diags. $3. 

Rudder, Jy °40, p. 73, 1/3 col. “One of the 
first important American books on yacht racing 
rules. There are many additional diagrams and data 
on decisions regarding various important protests. 
The book contains more than 300 pages and has a 
complete index and reference list. Mr. Hills in his 
usual thorough manner has taken the racing rules 
completely apart and has analyzed them down to 
the last comma, citing various protests, rulings and 
reversals. The book could easily be used as a text- 
book for race committees as the author has’ not 
overlooked one single possible point.’ or y 

1939. Hinton, C. L. Fruit pectins. 
Their chemical behavior and jellying prop- 
erties. N. Y., Chemical Publ. Co., 1940. 


96 p. $1.75. 
Brewers dig., Je °40, p. 241, 1/2 col. ‘This 
work, published as Special Report No. 48 of the 


1/4 col. E. 
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(British) Department of Scientific and Industrial 
Research, is based on work carried out during a 
period of several years by members of the staff of 
the British Association of Research for the Cocoa, 
Chocolate, Sugar Confectionery and Jam _ Trades 
and presents a study of the variations in the chemi- 
cal properties of pectins as extracted from fruits. . . 
Will be of real value to those who are working on 
the many problems associated with pectin and will 
undoubtedly act as an impetus toward further work 
in this field.” + 

1940. Hoff, H. Hiittenbau Demag. 
Dargestellt an ausgefiihrten anlagen. Duis- 
burg, Selbstverlag der Demag, Aktienge- 
sell., 1940. 258 p., 200 il. 

Stahl u. eisen, Ap 25 °40, p. 380, 1/4 col. Die 
Schriftleitung. + 


1941. Hopkins, B. S. Chapters in the 


chemistry of the less familiar elements. 
Champaign (Ill.), Stipes Pub. Co. 494 p. 
5 


‘Chem. & met. eng., Je °40, p. 445, 1/4 col. 

. Value to all interested in those elements not 
commonly encountered. There are 22 chapters, all 
with extensive lists of references, giving all the 
latest available information on nearly 40 elements. 
Among those discussed are Li, Cs, Be, Ce, Th, Ti, 
V, Se, Rh, Pd, Os, Ir, A and Kr.” 

1942. Horney, K. New ways in psy- 
choanalysis. London, Kegan Paul & Co., 
Ltd., 1939. 313 p. 12s. 6d. 

Nature, Mr 30 ’40, p. 500, 3/4 col. ‘“‘An attempt 
to evaluate critically some of the main assumptions 
underlying the Freudian system. After a somewhat 
verbose discussion, the author arrives at the con- 
clusion that most of these assumptions have to be 
discarded and others substituted in their stead. . . 
Reader will welcome this critical approach to the 
subject. He will also welcome the new stress upon 
sociological and cultural influences in fashioning 
human behaviour.” 

1943. Hottinger, M.; von Gonzenbach, 
W. Die heiz- und liftungsanlagen in den 
verschiedenen gebaudearten einschliesslich 
warmwasserversorgungs-, befeuchtungs- 
und entnebelungsanlagen. 2nd rev. & enl. 
ed. ed. by H. Kamper, M. Hottinger, W. 
von Gonzenbach. Berlin, J. Springer, 
1940. 355 p., 91 il. RM 25.80. 

Warme- u. kaltetechnik, Mr ’40, p. 48, 
Liese. + 

1944, Institution of structural engineers. 
A revised code of practice for the use of 
structural steel in buildings. | London, In- 
stitution of Structural Engineers. 4 p. 

Dock & harbour auth., Je 40, p. 191, 1/4 col. 
“Has been prepared by a Joint Committee of the 
Institution of Civil Engineers and the Institution 
of Structural Engineers, under a reference to draw 
up a revised code based on the Final Report of the 
Steel Structures Research Committee, 1936. Although 
it is very brief, it contains some very important 
recommendations.”’ ++ 

1945. Ionides, M. G. The water re- 
sources of Transjordan and their develop- 
ment; incorporating a Report on geology 
soils and minerals, and hydro-geological 
correlations. by G. S. Blake. Crown Agent 
for the Colonies. 30s. 

Civil eng. (London), Je ’40, p. 180, 1 col. “One 
of the principal recommendations of the Palestine 
Royal Commission was that a ‘survey of Transjordan 
should be made, and a scheme prepared for its irri- 
gation and development.’ This report is a direct 
outcome of that recommendation. . . Survey fell into 
3 more or less distinct stages. First the raw ma- 


1/3 col. 
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terial was collected in the field and from existing 
records; secondly this material was sorted out and 
condensed in statistical and tabular form; and finally 
these statistics provided the means of investigating 
the possibilities of irrigation development by various 
methods in the different districts of the country, and 
of studying the problems of development on a quan- 
titative basis.” + ; 

1946. Irmann, R. Aluminiumguss in 
sand und kokille. 2nd ed. Leipzig, Akad. 
Verlagsges. 166 p., 102 il. RM 8.60. 

7 zeit., Mr 2 ’40, p. 163, 1/4 col. L. Herr- 
mann. 

1047, Jamieson, N. J. Home to home 
bakery operation. Chicago, Bakers’ Helper 
Co., 1939. 187 p. $1. 

Bakers dig., Je °40, p. 241, 2/3 col. “Deals 
comprehensively with the problems confronting the 
home to home bakery operator, from the selection 
of plant site, to the effects of uniforms on sales. 
Particular emphasis is placed throughout the discus- 
sion on those aspects which differ radically from 
the ones encountered in the wholesale branch. . . The 
book would have been improved somewhat if the 
chapters had been arranged more with a view toward 
developing the subject progressively. Also, the illus- 
trations throughout the text are rather poorly re- 
produced.” + — 

1948. Jerram, M. R. K. Elementary 
forest mensuration. With a chapter on the 
measurement of forests. by R. Bourne. 
London, T. Murby & Co., 1939. 124 p. 
8s. 6d. 

Nature, Mr 30 ’40, p. 496, 1/3 col. “Gives an 
account of a few of the less well-known methods in 
use by research workers. Otherwise in his treatment 
of the subject Mr. Jerram deviates but slightly from 
the ordinary lines, which are not capable of much 
variation. An interesting chapter on ‘The Measure- 
ment of Forests’ is contributed by Mr. R. Bourne, 
late lecturer in forestry at Oxford University. The 
book may be recommended as a useful text-book.” + 

1949 Joeckel, C. B.; Carnovsky, L. A 
metropolitan library in action—A_ survey 
of the Chicago public library. Chicago, 
Univ. of Chicago Pr., 1940. 466 p. $3. 

Am. city, Mr ’40, p. 115, 1/3 col. ‘First part 
of this book deals with the organization and admin- 
istration of the Chicago public library—its history 
and government, board, finance, personnel; the sec- 
ond part is concerned with library services, which 
includes a general analysis of the relation of the 
library to the community. The findings and recom- 
mendations are applicable to any metropolitan 
system.” 

1950. Just, E. E. Basic methods for 
experiments on eggs of marine animals. 
London, Technical Pr., Ltd., 1939. 89 p. 
6s. 

Nature, Mr 30 ’40, p. 494, 1/2 col. “The meth- 
ods used in experimental investigations of the eggs 
and spermatozoa of marine invertebrates depend very 
strongly on the adherence to some general rules. 
Some of these are set out in this little volume, 
which should be very useful for beginners in the 
field of experimental embryology, and for the special- 
ist whose work demands individual extension of 
methods.” 

1951. 
sacred and profane. London, G. Rout- 
ledge & Sons, Ltd., 1939. 294 p., 8 il. 15s. 

Nature, Mr 30 ’40, p. 493, 1 col. ‘‘More than 
one notable woman observer, Dr. Kaberry has ap- 
proached the problem of the tribal woman from what 
in Australia is a new point of view. . . Here in 
Dr. Kaberry’s detailed record of the results of 
observations carried out among various tribes in 
1934 and 1935-36 is set out the evidence of how 


Kaberry, P.M. Aboriginal woman, 
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far the female members can be regarded as socially 
individuals, and how far the functions attributable 
to them pass beyond the ‘profane’ in tribal life and 
enter into the ‘sacred’ province, in which the male 
has hitherto monopolized the centre of the picture 
in anthropological investigations. As a result, the 
aboriginal woman emerges not merely as an anthro- 
pological specimen, but also as a human being and 
an individual—essentially of the feminine order.” + 

1952. Kahan, T. Radioactivité et trans- 
mutation des atomes. Paris, A. Colin. 


17.50 fr. 

Elec. rev., My 17 ’40, p. 546, 1/4 col. ‘“‘Presents 
. «+ a general review of the results so far obtained 
in radioactivity and in the transmutation of matter.” 

Génie civil, Mr 16 ’40, p. 192, 1/4 col. + 

Soc. francaise d. élec—Bul., Mr ’40, p. 198, 1/2 


p. + 

Electricien, Ap 1 & 15 ’40, p. 89, 1/2 col. + 

Soc. Belge d. élec., Ap ’40, p. 99, 1/2 p. + 

1953. Kauffman, E. Kingdom of the 
trees. il. by C. Fader. Chicago, Reilly & 
Lee Co. 122 p., tab. $2. 

Am. forests, Je ’40, p. 278, 2/3 col. “Through 
intimate, friendly talks with the ‘Old Forester,’ Ben 
and Betty are introduced to a new kingdom and meet 
its people—the trees—clothed in their true charac- 
ters as artists and architects, farmers and builders, 
doctors, kings and soldiers. . The history, botany 
and economics of trees are set forth so clearly and 
divertingly that they will never be forgotten. Dedi- 
cated to youngsters and prepared especially for them, 
this book should and will find its way into every 
American home.” + ‘ ; 

1954. Kelcey, G. Channelization of 
motor traffic. N. Y., Am. Soc. of Civil 
Eng., 1940. 26 p. 

Am. city, Mr ’40, p. 115, 1/5 col. “A compact 
presentation of the principles of channelization by 
which the movements of vehicles are confined to defi- 
nite lanes. It considers the human factors and the 
mechanical factors involved in continuous traffic 
flow, and the application of the principles involved 
to street design and traffic direction.” 

1955. Kentucky. Legislative council; 
Works progress adm. County consoli- 
dation. Frankfort (Ky.), Ky. St. Plan- 
ning Bd., 1940. 102 p. 

Am. city, Mr ’40, p. 115, 
outlined text, maps and tables analyze, in this mono- 
graph, the need for county consolidation in Ken- 
tucky. . . One part of the report considers the con- 
stitutional and legal problems involved in the aboli- 
tion of counties through consolidation, and another 
reviews briefly the literature and lists bibliography, 
on the general subject of county consolidation in 
this country.” 

1956. Kersten, C. Der eisenbetonbau. 
pt. 1: Ausfithrung und berechnung der 
grundformen. 15th ed. Berlin, W. Ernst 
& Sohn, 1940. 263 p., 327 il. RM 8.50. 

Bautechnik, Mr 8 ’40, p. 116, 1/2 col. R. v. 
Halasz. + 

Bauingenieur, F 5 ’40, p. 46, 1/4 col. Mehmel. + 

Beton u. eisen, Ap 5 °40, p. 100, 1/2 col. 
Schmunk. 

1957. Krekeler, K. Die baustahle fiir 
den maschinen- und fahrzeugbau. Berlin, 


J. Springer, 1939. 56 p., 36 il., 39 tab. 
RM 2. 


Ap 6 ’40, p. 244, 1/4 col. A. 


1/4 col. “Clearly 


V.D.I.  seit., 
Krisch. + 


1958. Kremser,H. Das triebwerk schnell- 
aufender verbrennungskraftmaschinen. (Die 
verbrennungskraftmaschine, ed. by H. List, 
hft. 10). Vienna, J. Springer, 1939. 136 
p., 184 il. RM 16.50. 
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Elektrotech. u. maschinenbau, 
2/5 col. L. Richter. + 


1959. Lamalle, U. 


My 10 ’40, p. 211, 


Cours d’exploitation 
des chemins de fer. vol. 2: Exploitation 
technique; la signalisation. 2nd pt. Louv- 
ain, Libr. Univ., Paris, Dunod. 72 p., 64 il. 
40 fr. 

Génie civil, F 24 ’40, p. 144, 


(See 3-126) 

_ 1960. Lambert, M. R. Biology for 
junior forms. With instructions for simple 
practical experiments. London, Macmil- 
lan, 1939. 320 p. 3s. 

Nature, F 10 40, p. 205, 1/2 col. “Is the adapted 
third book of a series that was written for senior 
schools. This series was written during a concentric 
System so that each of them would cover a year’s 
course. The pace of the introductory chapters 
appears to be too rapid for younger pupils, strange 
terms frequently being introduced without adequate 
explanation. . . Little volume contains much useful 
material, however, and with a different presentation 
would perform valuable service in the lower forms 
of secondary schools.” T. H. Hawkins. + — 

1961. Leonhard, O. Die  selbsttatige 
regelung in der elektrotechnik. Berlin, J. 
Springer. 192 p., 186 il. RM 18. 

Soc. Belge d. élec., Ap ’40, p. 100, 1/3 p. + 

1962. Leonhardt, F. Anleitung fiir die 
vereinfachte tragerrostberechnung. Mit 
Ber- 
86 il. RM 7.40. 
5, 1/2 col. Podga- 


The home book 
of trees and shrubs. 


N. Y., Simon & 
Schuster. 424 p., il. $5. 

Am. forests, Je ’40, p. 278, 1/2 col. “The author, 
an outstanding American arboriculturist and land- 
scape forester, has covered all phases of horticul- 
tural problems and gives the benefit of his long and 
varied experience in the growing and care of arboreal 
material. He discusses plans for home grounds and 
selection, planting and care of trees and shrubs, 
methods of proper pruning and repair, and control 
of insects and diseases. . . Book is nontechnical and 
the suggestions and advice offered are easily grasped 
by the layman.” 

1964. The little technical library: Pho- 
tographic series. 10 vols. Ziff-Davis. 
50c. ea. 

Am. jl. of physics, Je ’40, p. 203, 1/2 col. ‘Can- 
tain many practical suggestions. of value to the 
person already acquainted with photographic theory 
as well as to the novice for whom they were written. 
Several of the volumes, notably 1, 3, 4, 5, 6, R 
contain better expositions of their subjects than are 
to be found in the more elementary college pho- 
tography texts.” W. W. + 

965. Lohmann, K. B. A question guide 
for the study of regional planning. Cham- 
paign (Ill.), Daniels Pr., 1940. 54 p. $1.35. 

Am. city, Mr ’40, p. 113, 1/4 col. “Five hun- 
dred searching questions on 35 general topics in the 
regional planning field are presented in this pamphlet, 
which is intended as a guide for the study of teach- 
ing of the subject of regional planning. . . A brief 
bibliography is listed.” 

1966. Lohr, E. Vektor- und dyaden- 
rechnung fiir physiker und techniker. (Ar- 
beitsmethod. d. modern. naturwiss.) Ber- 
lin, W. de Gruyter. 411 p., 34 il. RM 18. 

V.D.I. szeit., Ap 13 °40, p. 260, 1/4 col. F. A. 
Willers. + 
_ 1967. Los Angeles (Cal.), Transporta- 
tion engineering bd. A transit program 


1/4 col. 


hilfstafeln, formeln und _ beispielen. 
lin, W. Ernst, 1940. 104 p., 
Beton u. eisen, Mr 20 ’40, p. 
jetz. + 
1963. Levison, J. J. 


Review Index 


for the Los Angeles Metropolitan area, 
Los Angeles, Transportation Eng. Bd., 
1940. 70 p., maps, charts, diag. 

Am, city, Mr ’40, p. 115, 1/4 col. ‘‘Presents the 
condensed findings on the transit needs of the city, 
and recommendations for development of facilities 
for private and mass transit, and a plan for co- 
ordination of mass transportation operations. Num- 
erous diagrams, maps and charts illustrate the text, 
Consideration is given to engineering and right-of- 
way; central business district; and unification of 
transit operations.” , ; 

1968. Loéwer,R. Modelltischlerei. (Werk- 
stattbiicher f. betriebsbeamte, konstrukteure 
und facharbeiter, hft. 17, ed. by H. Haake.) 
pt. 2: Beispiele von modellen und schab- 
lonen zu formen. 2nd rev. ed. Berlin, J. 
Springer, 1939. 50 p., 179 il. RM 2. 

Elektrotech. u. _—— Ap 12 ’40, p. 
1/3 col. F. Theimer. 

1969. McCoy, ES McClung, L. S. The 
anaerobic bacteria ‘and their activities in 
nature and disease. A subject bibliography. 
vol. 1: Chronological author index. 295 p. 
vol. 2: Subject index. 602 p. Berkeley 
(Cal.), Univ. of Cal. Pr.; London, Cam- 
bridge Univ. Pr., 1939. 50s. net. 

Nature, Mr 30 ’40, p. 499, 2/3 col. ‘Consists 
of an index to the bibliography of a subject which 
is unusually scattered. Spore-forming and non-spore- 
forming species of anaerobic bacteria have come un- 
der review and 10,500 original articles published up 
to the end of 1937 are cited. In vol. 1 is found a 
chronological list of all the references arranged al- 
phabetically under the author’s names; complete cross- 
reference entries are included for each of the joint 
authors together with the full title of each paper, 
a task involving approximately 120,000 entries. Vol. 
2 consists of a general subject index, the references 
again being listed chronologically under the author’s 
names; in this volume, however, the title of the 
paper is not given but can be obtained by reference 

1.° + 


to vol. 
1970. Margulies, H. D.; Bloom, M. 
The 


Guide to workmen’s compensation: 
law and its practice in New York state. 
N. Y., Progress Bks., 1939. 96 p. 50c. 

Am. ceramic soc.—Jl., Je °40, p. 150, 1/5 col. 
“New York Workmen’s Compensation Act is stated 
in simple terms for the workman, trade unions, at- 
torneys, and physicians, based on court decisions and 
publications of the Labor Department of New York. 
Sixteen rules for physicians promulgated by the 
State Industrial Commission are included.” F. S. M. 

1971. Massinon, J. Solid fuels. (Their 
properties, analysis, utilisation and trans- 
formation.) Liége, H. Vaillant-Carmanne, 
1940. 176 p. 70 fr. 


Inst. of fuel—JI., Je ’40, p. 219, 1/2 col. ‘Will 
find ready appreciation amongst fuel technologists 
on account of the precision and terseness with which 
the author treats his subject. . . In many instances, 
notably those concerning the physico-chemical exam- 
ination of coal and other solid fuels, quite novel 
methods are discussed. They have emanated from 
the well-known Professor Mertons, of Louvain Uni- 
versity, or the author himself, who also graces a 
chair at this ancient seat of learning. Reader 
feels at all times the personal experience behind the 
author’s statements, and hence can have confidence 
in the book as a reliable laboratory manual, for which 
it is principally intended. . . A veritable vade-mecum 
for the analyst, but the work is not without interest 
to the fuel producer on account of the numerous 
results of tests included in the book, which, there- 
fore, can be well recommended.” Proteus, + 


1972. Maughan, W. A guide to for- 


175, 
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estry activities in North Carolina, South 
Carolina, and Tennessee. Asheville (N. 
C.), Appalachian Sect. of Am. Foresters. 
287 p. $2.25. 

Am. forests, Je ’40, p. 279, 1/3 col. “The work 
of 9 federal agencies, the state foresters farm for- 
estry extension agencies, together with educational 
activities in 6 universities and colleges, and the 
forestry work of a number of corporations and in- 
dividuals are briefly described for the state of North 
Carolina, South Carolina, and Tennessee. . . A most 
helpful contribution of the Appalachian Section of 
the Society of American Foresters which proves that 
real forestry is being accomplished in this great 
southeastern region.’”? + 

1973. Metcalf, C. L.; Flint, W. P. De- 
structive and useful insects; Their habits 
and control. 2nd ed. London & N. Y., 
McGraw-Hill, 1939. 981 p. 50s. 

Nature, Mr 16 °40, p. 405, 1/3 p. “A compre- 
hensive work intended for the student of entomology 
as well as for the practical man in the agricultural 
or veterinary field. It is conveniently arranged to 
this end. Contains a wealth of valuable practical 
information.” L. E. + 

1974. The meteorological glossary. lst 
Am. ed. N. Y., Chemical Publ. Co., Inc. 
251 p. $3. 

Aero dig., Je ’40, p. 133, 1/3 col. ‘A most com- 
plete work, explaining fully yet tersely the terms 
and concepts encountered in meteorology. Statistics, 
physics, thermodynamics, chemistry, geology, instru- 
ments are drawn upon wherever they refer to the 
study of weather conditions. There is a large sec- 
tion devoted to the equivalents of English terms, 
in Danish, Dutch, French, German, Italian, Nor- 
wegian, Portuguese, Spanish and Swedish. Also, 
the international definitions of cloud forms are 
used.” + 


1975. Mezger, G. R. The hot-cathode 
low-voltage cathode-ray tube. Passaic 
(N. J.), Allen B. DuMont Laboratories, 
Inc., 1939. 24 p. $.35. 

Communications, Je °40, p. 25, 1/2 col. ‘‘Al- 
though containing a relatively small number of pages, 
covers a surprisingly large amount of ground. This 
is accomplished by employing a highly compressed 
style and by restricting the discussion to the cathode- 
ray tube itself and by omitting descriptions of asso- 
ciated circuits and applications of the tube.’’ D. B.+ 


1976. Miall, S., ed. A new dictionary 
of chemistry. London, Longmans, Green. 
575 p. 42s. 

Inst. of fuel—Jl., Je °40, p. 219, 1/4 col. “A 
wonderful compilation, prepared by 26 outstanding 
authorities.” P. C. P. + 


1977. Morgan, C. S. 
transportation. 4 vols. 


Govt. Print. Off. $2.40. 

Pit & quarry, Jy 40, p. 88, 3/4 col. ‘Presents 
the results of an investigation instituted in 1933 as 
a phase of the research program of Joseph B. East- 
man, chairman of the Interstate Commerce Commis- 
sion and at that time Federal Coordinator of Trans- 
portation. . . Should be of interest not only to car- 
riers and shippers and employees of transportation 
agencies, but also to legislators, regulatory bodies, 
officials responsible for the construction and main- 
tenance of highways and other public transportation 
facilities, tax officials, financial institutions, students 
of transportation, and many others.” 

Eng. news-rec., My 23 40, p. 79, 1/3 col. “Major 
value lies in the fact that the methods used are set 
forth in detail together with explanations of why 
they were used in preference to other methods such 
as those in the railroad reports. The report contains 
much valuable information on the service life of 
various types of pavements.” + 


Public aids to 
Wash. (D. C.), 
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1978. Moulton, H. G.; Edwards, G. W.; 
Magee, J. D.; Lewis, C. Capital expan- 
sion, employment, and economic stability. 
Wash. (D. C.), Brookings Institution. 413 
p., tab., charts, graphs. $3.50. : 

Factory, Jy °40, p. 166, 1/4 col. “Analysis of 
the phenomenon of idle money, factories, and men 
with reference to the influence of government poli- 
cies, takes into consideration investment trends and 
capital requirements, and government policies and 
private capital expansion. + . The issues raised by 
the argument that the U. S. has reached economic 
maturity and the questions as to what should be 
done about it are also considered.” 

1979. Muir, Surg. Rear-Adm.J.R. _ The 
life and achievements of Captain James 
Cook, R.N., F.R.S. Explorer, navigator, 
surveyor and physician. London, Glas- 
gow & Bombay, Blackie & Son, Ltd., 1939. 
310 p., 16 il. 10s. 6d. 

Nature, Mr 30 ’40, p. 481, 3/4 p. “The con- 
sideration of Cook as the ‘physician’ rather than 
the astronomer, surveyor and explorer well deserves 
this pleasant story. It is the central theme, which 
the author is well qualified to undertake, in the sum- 
maries of his three voyages, to the neglect of much 
consideration of their value to scientific knowledge; 
however, his bibliography is so short that more 
cannot be expected.” : 

1980. Nadler, M. Modern agricultural 
mathematics. A text book for students of 
agriculture in high schools, vocational 


schools and rural schools; and a handy 
reference book for farmers and other work- 
ers in the various branches of agriculture. 
Containing methods of calculation for all 


types of agricultural problems. Ne. Xe 
Orange Judd Publ. Co., Inc. 315 p. $2. 

Sch. sct. & math., Je ’40, p. 600, 1/2 p. “In- 
cluded in the text are such subjects as the measure- 
ment of lengths and direction, areas and volumes, 
with applications to such problems as land measure- 
ment, planting of crops, measurement of lumber and 
the drawing of farm plans. The second portion of 
the book makes detailed application to such problems 
as dairying, feeding of farm animals, farm power 
and mechanics, and the business management of farm- 
ing. . . An appendix contains some special arithmetic 
drills and a useful collection of tables of weights 
and measures including some of special value in the 
agricultural field.’ C. B. Read. + 

1981. Nat. institute of municipal law 
officers. Airport approach protection ma- 
terials. Wash. (D. C.), Nat. Inst. of 
Munic. Law Off., 1940. 29 p. $1. 

Am. city, Ap ’40, p. 139, 1/5 col. “Contains the 
proposed ordinance for the city of Louisville, cover- 
ing airport approach protection. Also included is a 
copy of the decision in the Hinman case, which 
offers the legal basis for airport approach protection 
regulations under the police power.” 

1982. Neblette, C. B. Photography, its 
principles and practice. A manual of the 
theory and practice of photography. 3rd 
ed. London, Chapman & Hall, 1939. 590 
p. 30s. 

Nature, Mr 30 ’40, p. 501, 2/3 col. ‘Deals with 
every phase of photography, beginning with the cam- 
era and its optical system, emulsions, latent image 
and sensitometry. The whole of processing to the 
finished print is given in detail. Even the less usual 
types of printing process are described in such a 
manner that they may be practised. Colour photog- 
raphy is dealt with, but in less detail. One very 
good feature of the book is the system of quoting 
references.” + 

(See 3-699) 
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1983. Nice, M. M. The watcher at the 
nest. N. Y., Macmillan. 159 p., il. $2. 

Am. forests, Je ’40, p. 278, 1/4 col. “A charming 
story of two song sparrows is told here by the 
author, who followed closely the lives of her two 
neighbors, Uno and 4M, over a period of several 
years. . . The reader is given an insight into the 
characters of other species of birds in this interest- 
ing study.” + 

1984. Oxford pamphlets of world affairs, 
-no. 28. Britain’s ‘air power. Oxford, 
Clarendon Pr., 1940. 3d. : 

Royal aero. soc.—Jl., Ap ’40, p. 418, 1/3 p. “This 
short summary of the broad principles of air strategy 
and the main types of aircraft required to carry it 
out is clear, concise and convincing. Mr. Shepherd 
throws a vivid light on what is really involved by 
such a short phrase as coastal patrol, the constant 
watch, the accurate navigation, and the unending 
strain to all concerned. . . A very excellent, well 
written and informative three-penny worth.” + 

(See 5-1366) * 

1985. Perrier, G. Petite histoire de la 
géodésie. Paris, Univ. d. France Pr. 190 
p; i. 18 f&. 

Génie civil, Mr 2 40, p. 160, 1/2 col. + 

1986. Pfeiffer, H. H. Experimentelle 
cytologie. (New ser. of plant sci. bks., vol. 
4.) Leiden, Chronica Botanica Co.; Lon- 
don, W. Dawson & Sons, Ltd., 1940. 244 
p. 7 guilders; 18s. 

Nature, Mr 30 ’40, p. 477, 1 p. “The ‘experi- 
mental’ cytology which Dr. Pfeiffer describes is of 
the physical kind, and we have to admit that it 
still has the character of transplanted physics. 
Does a service in making the lesson of this contrast 
clear. The cell is a physico-chemical mechanism, 
but it is a highly integrated mechanism. This in- 
tegration can never be understood by means of ex- 
periments using variables of one kind alone, external 
or internal. We have to know it at each level of 
integration before we can fit the different levels to- 
gether.” C. D. Darlington. 

1987. Philips industrial (Philips lamps 
Itd.). Philips practical welding course. 
lst ed. London, Philips Industrial. 100 
p. 3s. 6d. 

Welding ind., Je ’40, p. 144, 1/2 col. “Is pri- 
marily intended to extend the use of welding by 
showing how simple are the principles involved, how 
much welding can be effectively done by operatives 
having the minimum of training, and to what advan- 
tage welding can be used when fully-trained opera- 
tives are available. . . An excellent example of its 
type, and should prove very popular in the indus- 
try.” + 

Elec. rev., Je 7 °40, p. 618, 1/3 col. 

1988. Phillips, J. J. The foremen’s daily 
prompter. Boston, Christopher Publish- 
ing House. 50 p. $1. 

Paper ind. & paper wid., Je ’40, p. 306, 1/3 col. 
“Has been written for foremen of industrial plants 
as an aid to them in the handling of problems in- 
volving human relationships. Is literally filled 
with a variety of worth-while hints and suggestions.” 


Factory, Jy °40, p. 166, 1/4 col. “With humor 
and brevity the author has set forth hints and sug- 
gestions of day-to-day use to foremen on such fun- 
damentals of human relations as handling men, ‘buck- 
passing,’ self-improvement, grievances, management, 
self-control.” + 

1989. Pio-Oulski. Turbines a vapeur. 
Tr. by R. Demchenko & E. Kisselev. Pref. 
oy C. Monteil. Paris, Dunod. 104 p. 185 
a 


Tech. moderne, Ap 1 & 15 ’40, p. X, 1/2 col. + 
Génie civil, Mr 2 ’40, p. 160, 1/4 col. + 


Technical Book Review Index 


H. C.; Reardon, L. J. 
Wash. (D. C.), Struc- 
Institute. 400 p., tab., 


1990. Plummer, 
Brick engineering. 
tural Clay Prod. 
charts, diag. $4. 

Eng. news-rec., My 23 ’40, p. 79, 1/4 col. “Has 
been prepared by the Structural Clay Products In- 
stitute to bring together in convenient form the 
widely scattered data on brick as an engineering 
material, especially the results of recent research 
in the use of reinforced brickwork. All the major 
uses of structural brick are covered as are water- 
proofing, mortars and such troublesome questions 
as efflorescence.” + ‘ 

1991. Poorman, A. P. Applied mechan- 
ics. 4th ed. N. Y., McGraw-Hill. 354 p. 


3.75. 

$ Machine design, Je ’40, p. 80, 1/4 col. ‘Includes 
additions and rearrangement of material. Two fea- 
tures of the first edition are still retained, namely, 
extended use of the graphic method of solution and 
the large number of illustrative examples which are 
solved in detail to show the relation between the 
principle developed and the problems to which it 
applies.” 

Jl. of eng. educ., Je ’40, p. 915, 1/2 p. “Data 
of all problems has been revised and additional prob- 
lems introduced to take care of the expanding fields 
of engineering.” W. T. Hooper, Jr. + 

1992. Portland cement assoc. Cement 
and concrete reference book—1939. Chi- 
cago, Portland Cement Assoc. 40 p., il. 

Concrete (Chicago), Jy ’40, p. 202, 1/4 col. “Pre- 
sents numerous facts concerning portland cement 
and its uses in the form of concrete. Among the 
tabulated material are figures on production and 
shipments of portland cement in every year from 
1900 to 1938, and for 1880, 1890 and 1895. World 
production of cement also is given; and other tables 
present data on important matters such as average 
maintenance costs on our state highway systems.” 


1993. Potter, M. A. Useful mathemat- 
ics workbook. N. Y., Ginn & Co., 1939. 
112 p. 

Sch. sci. & math., Je ’40, p. 601, 1/3 p. ‘‘Sup- 
plements and enriches the material found in Useful 
Mathematics, by Dunn, Allen, Goldthwaite and Pot- 
ter. . . Bock is well organized, abounds with prob- 
lems and illustrative material. Teachers of mathe- 
matics who find a need for this type of workbook 
will welcome it.”” H. D. Silverman. + 

1994. Powers, E. C. We who work at 
our industrial jobs. Cleveland (Ohio), 
Lincoln Arc Welding Foundation. 24 p. 

Weld. eng., Je ’40, p. 42, 1/3 col. “To direct 
attention to the vitally important part being played 
by men in industry, particularly engineers and de- 
signers. . . Explains how these men who make in- 
dustrial advances and improvements may obtain finan- 
cial rewards, by participating in the $200,000 In- 
dustrial Progress Award Program sponsored by the 
Foundation.” 


1995. Preston, R. J. Rocky Mountain 
trees. Ames (Iowa), Collegiate Pr., Inc. 
285 p., il. $2. 

Am. forests, Je ’40, p. 278, 1/4 col. “This hand- 
book of native species carries clear, concise, complete 
descriptions and illustrations of all trees known to 
grow in the extensive and beautiful forested areas 
of the Rocky Mountain region. . . Trained foresters 
and botanists will welcome this addition to tree 
literature, and the author, who is associate professor 
of forestry at Colorado State College, has included 
in his work a glossary which will enable those un- 
familiar with technical terms employed to interpret 
descriptions accurately and understandingly.” + 


1996. Radnét, M. The pathologic his- 
tology of the lacrimal gland. (Suppl. to 
Ophthalmologica.) Basel (Switz.), S. Kar- 
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ger, 1939. 59 p., 14 il. 

Am. jl. of ophthalmology, Je °40, p. 707, 1/2 
col. “Entire work, although brief, presents the essen- 
tials in some 32 different pathologic =. in an 
easily understandable style.’ H. D. Lamb. 

1997. Reed, M. J. Sibley, O. ie Eds. 
Marine Diesel engine standards. N. ee 
Diesel Engine Mfgrs. Assoc., 1940. 141 p., 
29 il. $2 

Marine eng. (London), Je °40, p. 90, 1/2 col. 
“Authentic information designed to clarify the re- 
quirements for marine applications of Diesel power. 

Text is clear and concise, carefully indexed and 
well illustrated with excellent charts and diagrams. 
It will be found useful by both users and manufac- 
turers of Diesel engines and equipment as a guide 
to standard practice in marine installations.” a 

1998. Reed, W. V.; Ogg, E. New 
homes for old—Public housing in Europe 
and America. N. Y., Foreign Policy As- 
soc., 1940. 12 p. 25c. 

Am. city, Mr °40, p. 113, 1/4 col. “A popular, 
lively analysis of the housing problem—its roots, 
causes and possible cures; about it in the interim 
between the two world wars; what America can 
learn from these countries, and what this country— 
at peace and free to build—is doing and should do 
in future about this major national ill.” + 

1999. Reichsinstitut f. berufsausbildung 
in handel & gewerbe. Luftfahrt. Eine 
einfiihrung in das gesamtgebiet. 2nd ed. 
Leipzig, B. G. Teubner, 1939. 255 p., 281 
il. RM 3.20. 

V.D.I. seit., Mr 2 ’40, p. 164, 1/3 col. F. Goss- 

2nd 


lau. + 
2000. Reuschle, W. Schmierung. 
Mun- 
RM 2. 


rev. ed. (Werkstattknife, folge 2.) 
ich, C. Hanser, 1939. 80 p., 24 il. 

Werkstattstechnik u. werksleiter, Ap 1 ’40, p. 126, 
1/3 col. Heft. + 

(See 3-2850) 

2001. Ribaud, M. G. 
pératures. Paris, Univ. d. France Pr. 
p. 18 fr. 

Soc. Frangaise d. elec.—Bul., 
D+ 

Tech. moderne, Ap 1 & 15 ’40, p. 
(Paris, Alcan) 

Génie civil, Mr 30 ’40, p. 224, 1/4 col. 

2002. Richter, O.; von Voss, R.  Bau- 
elemente der feinmechanik. 2nd rev. ed. 
Berlin, VDI-Vlg. 491 p., 1,617 il. RM 25. 

Elec. wld., Je 1 ’40, p. 192, 1/3 col. ‘‘Field sur- 
veyed by this substantial volume embraces features 
common to such devices as indicating, recording and 
totalizing meters for all sorts of quantities, comput- 
ing machines, small controlling devices and many 
others. . . Have done a commendably thorough piece 
of work in passing these and other methods and 
devices in review, with brief discussions of applica- 
tions. The work is profusely illustrated with clear- 
cut detailed drawings and diagrams.” + 

(See 3-432) 

2003. Riley, J.; Rae, W. N._ Physico- 
chemical methods. 2 v. 2nd ed. N. Y., 
Van Nostrand. 1266 p., 850 il. $17.50. 

Chem. & met. eng., Je ’40, p. 443, 2 col. “Present 
edition of this book (mainly on experimental meth- 
ods), enlarged over 50% above the second edition, 
includes some 850 illustrations, mostly line drawings, 
although some of them might be classified as free- 
hand sketches. It leans on the cooperation of sev- 
eral other specialists in various fields and has, as an 
important addition, an ample list of ‘Suggestions 
for Further Reading’. While this book might be 
reduced to half its present size and still accomplish 
its desired purpose, it is by far the best compendium 


Les hautes tem- 
172 


Mr ’40, p. 198, 1/2 
X, 1/2 col. + 
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which is available on this subject, and the extraneous 
matter is oftentimes of considerable value and _ re- 
markably well presented. It should be on the shelf 
of those interested in the use of physical chemistry 
methods in design and operation.” j ' 

2004. Ritter, C. Flissigkeitspumpen. 
Eine einfiihrung in bau, berechnung und 
verwendung der kreiselpumpen, kolben- 
pumpen und sonderbauarten. 2nd ed. Leip- 
zig, M. Janecke, 1940. 348 p., 304 il. RM 
9.80. 

Gliickauf, My 18 740, p. 288, 1/2 col. Diimmler.+ 

(See 4-1590) ‘ . ; 

2005. da Rocha-Lima, H.; Reis, J.; Sil- 
berschmidt, K. Methoden der virusforsch- 
ung. Berlin, Urban & Schwarzenberg, 
1939. 384 p., il. 

Nature, Mr 30 °40, p. 483, 3/4 p. “In many 
ways this book differs from those previously pub- 
lished. One advantage it has is that the subject is 
treated as a whole. No gross distinctions are made 
between viruses attacking animals, plants and _ bac- 
teria, all of which are dealt with under the same 
general headings, the book being kept to a reasonably 
small size by the omission of details of disease 
symptoms. A disadvantage is that the authors neither 
discuss controversial points nor criticize the work 
they describe. However, it is more than the descrip- 
tion of techniques suggested by the title, for full 
details of the results obtained are also given, and 
with one qualification, it is fairly described as a 
good, impersonal summary of experimental work on 
viruses. The gathering together of so much work 
published in a large number of apparently unrelated 
journals will be useful to most workers, but will 
probably be of greatest value to those who have not 
ready access to good library facilities.” F. C. Baw- 


2006. Rudolf, A. 
malers und lackierers. 
tiber das berufswissen des 
lackiererhandwerks, bd. 15.) 


D. W. Callwey, 1939. 333 p 
Bauingenieur, F 5 ’40, p. 46, a col. 


2007. Riiger, L. Die bodenschatze 
grossdeutschlands sowie polens und der 
slowakei. (Deutsche landschaftskunde, 5th 
vol. Miinchen, Becksche Verlagsbuch- 
handlung. 360 p., 86 il. RM 4.80. 

Berg- und hiittenmannische monatshefte, Mr 
p. 44, 1/2 col. Metz. + 

2008. Rutgers, F. J. Vereinfachte theo- 
retische grundlagen der angewandten elek- 
trotechnik. Zurich, E. Wurzel, 1939. 46 
p. Swiss fr. 2.80. 

Elektrotech. u. maschinenbau, Ap 12 ’40, p. 
1/3 col. L. Huber. + 

2009. Ryan, P. E. 
cial welfare. 
1940. 114 p 


Die werkstoffe des 
(Die schriftenreihe 
maler- und 
Munich, G. 
., 36 il. RM 7. 
K. Wurth. 


40, 


175, 


Migration and so- 
N. Y., Russell Sage Found., 
50c. 

Am. city, Mr ’40, p. 115, 
tory of migratory movements in this country since 


1/4 col. “A brief his- 
its beginning is sketched . . . and the causes and 
results of the growth of migration during the de- 
pression decade are studied. Proposals and ex- 
periments which have been made to resolve the con- 
flict between the transient and the community are 


presented.” 

2010. Sah, A. P.-T. Dyadic circuit 
analysis. Scranton (Pa.), Internat. Text- 
book Co., 1939. 415 p. $4.50 

Gen. elec. rev., Je ’40, p. 267, 1/3 col. ‘‘Under- 
takes the study of three-phase networks with the aid 
of Vector Analysis, that had been developed for 
the study of physical phenomena taking place in a 
three-dimensional space. Does not introduce the gen- 
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eral concept of considering the interconnection of 
coils as a transformation but rather develops each 
specific apparatus by a specific method of attack.” 

2011. Schewior, G. Hilfstafeln zur be- 
arbeitung von meliorationsentwiirfen, ka- 
nalisationen, wasserleitungen und anderen 
wasser- und tiefbautechnischen aufgaben. 
4th ed. Berlin, P. Parey, 1939. 56 p. 
RM 21. 

V.D.I. seit., Ap 13 °40, p. 260, 1/3 col. A. 
Knipfer. + : ; 

2012. Schmid, O. Die mathematik des 
funktechnikers. lfg. 2: Geometrie und 
trigonometrie I. 80 p., 109 il. RM 4.50. 
lfg. 3: Trigonometrie II: Analysis. 112 
p., 39 il. RM 4.50. Stuttgart, Franck’hsche 
Vigshand., 1940. 

Hochfrequens-technik, Ap ’40, p. 
J. Zenneck. + : 7 

2013. Schmidt, E. P. The economics 
of public utilities. Ann Arbor (Mich.), 
Edwards Bros., Inc., 1939. 201 p. $3. 

Am. city, Mr ’40, p. 113, 1/3 col. “Rate regu- 
lation is the chief subject handled, with more brief 
discussion of public utility status, service standards, 
integration of utility companies, and public owner- 
ship. As a study in public regulation it has broader 
implications than as to the orthodox utilities alone. 
The handling of certain controversial questions, such 
as rate-base determination, will invite considerable 
dissent, but the author, who is a professor of public 
utilities at the University of Minnesota, is not dog- 
matic; he presents opposing points of view without 
strong bias, although with occasional pungent com- 
ment.” H. M. Olmsted. 

2014. Schmidt, F. A. F. Verbrennungs- 
motoren. Thermodynamische und _ver- 
suchsmassige grundlagen unter besonderer 
beriicksichtigung der flugmotoren. Berlin, 
J. Springer, 1939. 326 p., 159 il. RM 34.80. 

V.D.I. zeit., My 4 °40, p. 311, 1/3 col. H. List. + 

2015. Schniirle, A. Das gasmaschine. 
(Die verbrennungskraftmaschine, hft. 5, ed. 
by H. List.) Berlin, J. Springer, 1939. 
114 p., 170 il. RM 12.60. 

Elektrotech. u. maschinenbau, Ap 26 °40, p. 192, 


1/3 col. L. Richter. + 
2016. Schobinger, G.; Lackey, A. M. 
in the building field. 


136, 3/4 col. 


Business methods 
N. Y., McGraw-Hill, 1940. 350 p. $3.50. 

Am. city, Ap ’40, p. 141, 1/3 col. ‘Deals pri- 
marily with the principles and procedures involved 
in the production of adequate contractual documents. 
Numerous specimen forms are included. This book 
is, of course, of as much interest to those involved 
in public as in private construction.” 

Prof. eng., Ap ’40, p. 49, 1/4 col. “A manual 
of business methods and documentary procedure cov- 
ering the entire building field is most timely. 
Should be in the library of every engineer having 
to do with building construction.” 

Eng. news-rec., My 23 ’40, p. 79, 2/3 col. + 

Contractors & eng. mo., Jy ’40, p. 23, 1/3 col. + 

2017. Schréter,F. Glimmlampen, glimm- 
strecken und ihre schaltungen, ein vielseit- 
iges werkzeug des elektrikers. ed. by J. 
Schloemilch. Leipzig, Hachmeister & Thal, 
1939. 200 p., 130 il. RM 7.80 

Elektrotechnische szeit., 
H. Straehler. + 


2018. Schiitt, K. Einfihrung in die 
physik des fliegens. 6th ed. (Luftfahrt, u. 
schule, v. 1, ser. 1.) Berlin, J. C. E. 
Volckmann, 1939. 179 p., 197 il. RM 4. 


Ap 4°40, p. 336, 1/2 col. 


Review Index 


V.D.I. zeit., Ap 27 ’40, p. 292, 1/5 col. L. + 

(See 2-2406) . 

2019. Schwarz, K. E.  Elektrolytische 
wanderung in fliissigen und festen metallen. 
Leipzig, J. A. Barth, 1940. 95 p., 52 il. 
RM 9.60. 

Stahl u. eisen, Ap 11 °40, p. 332, 1/3 col. 
Seith. + A ; 

2020. Seiler, R. Uber die berechnung 
schiefer eisenbetonbalkenbriicken. _ Berlin, 
W. Ernst & Sohn, 1939. 40 p., 19 il. RM 
8.85. 

Bautechnik, Mr 8 ’40, p. 116, 1/4 col. E. Emm- 
rich. + 

2021. Shamate, R. V. Local govern- 
ment in Nebraska. Lincoln (Nebr.), Nebr. 
Legislative Counc., 1939. 81 p. 

Am. city, Mr ’40, p. 115, 1/4 col. “The powers, 
functions, forms, personnel, finance, law  enforce- 
ment, and interrelations of the different units of 
local government in Nebraska—county and _ town- 
ship, city and village, school and special districts— 
are described in this report. Although largely un- 
critical, the report does suggest consideration of 
some improvements.” 

2022. Shell-taschenbuch fiir werkstatt 
und betrieb. H. Rodgnitz, ed. Leipzig, 
Uhlands technischer Vlg., 1939. 336 p., 16 
tab. RM 4.50. 

Berg- u. hiittenmannische monatshefte, Ja ’40, p. 
16, 1/2 col. S. + : ; 

2023. Shohl, A. T. Mineral metabolism. 
N. Y., Reinhold, 1939. 384 p., il. $5. 

Franklin Inst.—Jl., Je ’40, p. 816, 3/4 p. “An 
explanation of the relations of the minerals to life 
processes. Each of the minerals is shown to have 
specific and varied functions. It gives the relation 
of minerals to the kinds and amounts of food usually 
eaten and the adequacy of the average consumption 
is evaluated. It is a remarkable exposition of ad- 
mirable ability in the assimilation of a great mass 
of data, the abstraction and arrangement of this 
data, and the effective presentation of it in a logical 
and readable manner.” R. H. Oppermann. + 

2024. Siron, A. Utilisation des com- 
bustibles (combustion, gazéification, etc.) 
Paris, Béranger. 445 p., 88 il. 150 fr. 

Génie civil, Ap 13 °40, p. 256, 1/3 col. 

2025. Smalley, M. F. & others. Prac- 
tical electric metering. N. Y., Wiley, 1940. 
227 p. $2.75. 

Gen. elec. rev., Je ’40, p. 267, 1/3 col. “A great 
deal of fundamental material on elementary electrical 
theory and mathematics is included to make the book 
of value to all classes of metermen, and the dis- 
cussions of watthour meters are based on funda- 
mental considerations only to make them applicable 
to all makes of watthour meters. . . The mathematics 
used does not extend beyond plain trigonometry. 
Practical problems are given at the end of each 
chapter.” E. J. B. 

Prof. eng., Ap °40, p. 50, 1/3 col. 

Elec. world, Jy 13 ’40, p. 114, 1/2 col. 

2026. Snyder, L. H. The principles of 
heredity. 2nd ed. N. Y., Heath & Co, 
1940. 452 p., 164 il. $3.50. 

Sch. sci. & math., Je ’40, p. 599, 2/5 p. “In 
spite of the fact that the subject is becoming more 
involved as time goes on, this book has retained 
fundamentally simple and direct approaches to the 
basic principles underlying the study of heredity. 
Problems illustrating the principles set forth in a 
chapter follow each chapter as well as a well se- 
lected short bibliography. For adequate understanding 
of the principles in the study of heredity well selected 
illustrative problems are a real necessity. This item is 
well planned in this book.” A. G. Zander. + 


W. 
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2027. Sporting arms & ammunition 
mfgrs.’ institute. Handbook on shotgun 
shooting. N. Y., Sporting Arms & Am- 
munition Mfgrs.’ Inst. 100 p., il. Free. 
(15c. for mailing) 

Am. forests, Je ’40, p. 278, 1/4 col. “Does much 
to simplify the shooter’s problem by expounding what 
is meant by ‘engineered shooting’—a new idea in 
the art of shotgun marksmanship.” + 


2028. Spring, H. M., Jr. Boiler oper- 
ators guide. N. Y.,, McGraw, 1940. 353 
p., 242 il. $3. 

Combustion, My ’40, p. 52, 1/4 col. “Is intended 
as a practical manual of steam boiler operation and 
maintenance for operating engineers, boiler inspectors 
and those preparing for license examinations. The 
designs of typical boilers are included as well as 
methods of installation, operation and maintenance. 
Over three hundred typical license examination ques- 
tions and answers are included.” 

Power, Jy °40, p. 162, 3/5 col. + 

2029. Stevens, H. R. The Ohio bridge. 
Cincinnati (O.), The Ruter Pr. (privately 
publ. for the Covington & Cincinnati 
Bridge Co.) 213 p. 

Eng. news-rec., Ap 25 ’40, p. 76, 1 col. “Despite 
some vagueness and crudity in technical detail, the 
book is an important contribution to the history of 
early bridge construction in the United States, par- 
ticularly the era of Charles Ellet’s and John A. 
Roebling’s suspension bridges. The engineering 


reader will wish that the difficult problems of main- 
taining and later reinforcing the bridge were pre- 
sented more fully.” + — 

_ 2030. Stoy, W. 
lin, J. Springer, 1939. 136 p., 160 il. 


Ingenieurholzbau. Ber- 
RM 


Birken- 


10.80 

Bauingenieur, F 5 °40, p. 46, 
stock. 

2031. Tertsch, H. Der schliissel zum 
aufbau der materie. Vienna—Leipzig, 
Deutscher Vlg. fiir Jugend und Volk, 1939. 
122 p., 53 il. RM 3.80. 

Berg- uu. hiittenmannische monatshefte, Mr ’40, 
p. 44, 1/4 col. Friedrich. + 

2032. Tillett, A. W. Herbert. Spencer 
betrayed. With some account of the repu- 
diation of the “Descriptive sociology” by 
his trustees. London, P. S. King & Son, 
1939. 68 p. 4s. 6d. 


Nature, Mr 30 ’40, p. 493, 2/3 col. ‘“‘Vigorously 
attacks the trustees of Herbert Spencer’s will on the 
grounds: (1) that while the terms of the will re- 
quired his estate to be applied to completing the 
publication of ‘Descriptive Sociology’, which was un- 
completed on Spencer’s death, they acted ultra vires 
in publishing Dr. Rumney’s ‘Herbert Spencer, So- 
ciologist’, in which Spencer as philosopher and man 
is vilified; and (2) that they determined the Trust 
and distributed the balance of the fund among the 
residuary legatees before the work, for which the 
trust was created, has been completed.” 


2033. U.S. Federal works agency. Wage 
rate laws on public works. Wash. (D. C.), 
Supt. of Doc. 25c. 

En news-rec., Ap 25 ’40, p. 76, 1/3 col. 
“Brought together in concise form in this pamphlet 
are the federal wage laws relating to public works, 
such as the Bacon-Davis act, pertinent sections of 
other acts, opinions of the Attorney General and 
the Comptroller General bearing on wages and ex- 
tracts from pertinent court decisions; also included 
are state and territorial laws bearing on wage rates 
for public works, opinions and court decisions.” 


2034. U. S. Libr. of Congress, State law 


1/4 col. 
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Recent state laws on transporta- 
Wash. (D. C.), 


index. 
tion and public utilities. 
Govt. Print. Off., 1940. 83 p. 15c. 

Am. city, Ap 40, p. 139, 1/3 col. ‘‘Administra- 
tion, operating privileges, operation, and public own- 
ership and cooperative movements are the four main 
headings in this publication, under which are di- 
gested the important statutory changes and new laws 
enacted in this country from 1935 to 1938, in the 
field of transportation and public utilities.” aa 

2035. U. S. W. P. A. Annotated bibli- 
ography on incineration, carbonization and 
reduction of garbage, rubbish and sewage 
sludge. N. Y., City of N. Y. Dept. of 
Sanitation, 1940. 146 p. 

Am. city, Mr ’40, p. 113, 1/5 col. “Not intended 
to cover to any extent material on domestic and 
industrial incineration, this practical bibliography, 
devoted largely to municipal disposal, contains refer- 
ences to 504 publications on incineration, carboniza- 
tion and reduction of garbage, rubbish and sewage 
sludge. Items are arranged chronologically—each 
reference being briefly described—and are indexed 
by author and subject.” 

2036. U. S. W. P. A. Municipal gov- 
ernment in Florida. Jacksonville (Fla.), 
Fla. St. Planning Bd., 1939. 213 p. 

Am. city, Mr ’40, p. 115, 1/4 col. “A compre- 
hensive and thorough study, this volume presents, 
in an objective manner, the composite municipal 
problem of Florida. Taxation and finance are the 
main problems of the municipalities in the state, 
and these are here given most consideration. . . As 
a whole, the publication presents a historical record 
of the activities and problems of municipal govern- 
ment in Florida from 1914 to 1926.” 

2037. Vareschi, V. Mountains in flower. 
il. by E. Krause. N. Y., Macmillan. 159 
p., 72 il. $3. 

Am. forests, Je ’40, p. 279, 1/3 col. “A unique 
literary and pictorial legacy which brings to the 
reader the spiritual as well as something of the 
material loveliness of the European Alps and the 
gorgeous alpine flowers which grace the landscape. 
Each chapter is a brief narrative or essay describing 
a single flower or some related account of mountain 
climbing, and occasionally an interesting phase of 


botany.” + 
2038. Vosswerke A.-G. Die technik 
Hannover, 


der wascherei. Sarstedt bei 
Selbstvlg., 1939. 214 p., 125 il. Free. 
V.D.I. seit, Mr 2 °40, p. 164, 1/4 col. G. 
Villwook. + 
2039. “W., H.” 


career. London, Hutchinson & Co., 1939. 
6s. 


Royal aero. soc.—Jl., Ap ’40, p. 419, 4/5 p. “All 
about the Air Force, and written primarily for _ boys. 
‘H.W.’ has made a primary mistake in thinking 
this book is one for the rising generation only. It 
is for everyone, of any age, who has any use for 
fine writing, has any imagination of the greatness 
that lies ahead in the air, and has appreciation for 
tales of heartening deeds.” 

2040. Walker, E. R. War-time eco- 
nomics. Melbourne, Univ. Pr. in assoc. 
with Oxford Univ. Pr. 5s. 

Ind. Austr. & min. stand., My 15 ’40, p. 144, 
3/4 col. “Is intended to give the reader an insight 
into the economic problems which arise in war time 
and the measures which may be undertaken by the 
Government. Some of the measures which are in- 
cidentally recorded, he thought, were bound to be 
modified before the book was in print, but it can 
be stated now that some he recommends have in fact 
been undertaken by the Government. The book is 
easily read, and gives a very clear exposition of 
problems with which Australia is faced.” + 


The air is the future 
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2041. Walker, F. R. Building estima- 
tor’s reference book. 9th ed. The Au- 
thor. 1,700 p., tab. 

Concrete (Chicago), Je ’40, p. 20, 1/4 col. ‘“‘No 
less than 270 pages of this notable book are devoted 
to plain and reinforced concrete and architectural 
concrete, including many details and tables covering 
concrete form work. . . Entire section on concrete 
has been completely revised and rewritten under the 
supervision of L. J. Mensch, concrete engineer and 
general contractor, and author of a handbook on re- 
inforced concrete, published some years ago.” + 

Eng. news-rec., Je 20 ’40, p. 72, 1/2 col. 

(See 3-570) 

2042. Washburn, D. E. Rural electri- 
fication lessons for boys’ groups. Knox- 
ville (Tenn.), Tennessee Valley Auth. 70 
p., 65 il. 

Agric. eng., Je ’40, p. 246, 1/4 col. ‘15 lessons 
covering splicing-soldering-taping, a study of wiring 
materials and workmanship, how to read your elec- 
tric meter, planning a wiring job and estimating 
materials, how to install a convenience outlet, in- 
stallation of single-pole wall switches, three-way 
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1940. $6. 
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piloting and proceeding through dead reckoning to 
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by radio and celestial navigation. Each section con- 
tains a full discussion of its particular subject—its 
theory, practice and the equipment used. Emphasis 
is placed, naturally, on the newer and more advanced 
material, but older and more generally accepted 
methods and ideas are not neglected and receive 
their full share of space.’ 

Motor boating, Jy ’40, p. 118, 1/3 col. + 

2045. Weems, H.; Link, E. A. 
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92 p. $3. 
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the latest methods and equipment for celestial navi- 
gation. It carefully avoids needless mathematical 
theories and methods not actually used by the air 
navigator. . Will be used as a text in giving in- 
struction on an advanced Link Trailer, as well as 
to beginners.” + 

2046. Werner, E. Metallische und ox- 
ydische schutziiberziige auf aluminium und 
aluminiumlegierungen. Munich, C. Han- 
ser, 1939. 106 p., 74 il. RM _ 3.50. 

Elektrotech. u. maschinenbau, Ap 12 ’40, p. 175, 
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2047. Wert, F. A.; Smith, S. Design 
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, — Blaw-Knox Co., 1940. 
80 p., il. $3. 
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Heat., pip. & air cond., Je ’40, p. 121, 1/3 col, 
“Was compiled after over 10 years of work on the 
part of the authors, with the idea of placing in the 
hands of the experienced piping designer a series 
of charts and simple formulas to enable the engineer 
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and deflections in piping designs of one, two and 
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the work to be done in much less time than by 
previous available methods, according to the pub- 
lishers.”’ 
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Power plant eng., Jy 40, p. 131, 
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Westinghouse Elec. & Mfg. Co. 296 p., 400 
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Machinery, Je ’40, p. 178, 1/4 col. “A new edi- 
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been brought up to date to include the latest prac- 
tice. The information should be of value to lighting 
engineers, as well as to students and laymen. The 
material covers lighting in every field, including 
schools, industrial plants, commercial buildings, 
homes and farms, streets and highways, flood light- 
ing, electrical advertising, etc.” 

Brewers dig., Jy ’40, p. 41, 3/4 col. “Illustrated 
by over 400 photographs, sketches, line-drawings and 
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candescent lamps. The chapters on industrial 
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electrical advertising and germicidal radiations, to 
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constantly growing acceptance among progressive 
manufacturers and thus any authoritative informa- 
tion on these phases of lighting should prove wel- 
come.” 

Ind. power, Je ’40, p. 89, 1/3 col. + 
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distribution, conditions and standards of housing 
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ject List, and a Topical Index to be used in setting 
up a library on traffic, with full instructions for 
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